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1. Allgemeines 



Im REVOX A720 vereinigt sich ein hochwerti- 
ger Digital-FM-Tuner mit einem hervorragenden 
NF-Vorverstarker. Durch den Verzicht einer ein- 
gebauten Endstufe bleibt eine grosse Flexibilitat 
bezuglich den Anschlussmoglichkeiten von se- 
kundaren Geraten erhalten. Der Digital-FM- 
Tuner- Vorverstarker weist eine aufwendige Inte- 
gration sowie hohe Komplexitat der Schalt- 
kreise auf, bei gleichzeitiger Einhaltung von 
grosser Zuverlassigkeit. Die ausgezeichnete Fre- 
quenzkonstanz bei Senderwahl wird durch die 
genaue Quarzsynchronisation erreicht. 

Dieses hochwertige Gerat wird wahrend der 
Fertigung und in der Endkontrolle nach eng 
tolerierten Messdaten gepriift. Es ist deshalb 
unerlasslich, dass die entsprechenden Daten 
kontrolliert werden, damit die ursprunglichen 
Eigenschaften voll erhalten bleiben. 



Achtung 

Bei Lotarbeiten an Feld-Effekt-Transitoren 
(FET) und HF-Transistoren ist zu beachten; 



Gerat ausschalten. 

Mit geerdetem Lotkolben arbeiten. 

Lotkolbenspitze galvanisch mit Gehausemasse 
des Gerates verbinden. 



1 . General 



In the REVOX A720 the advanced circuit tech- 
nology of a digital FM-tuner is combined with 
an audio preamplifier section of outstanding 
characteristics. By not incorporating a power 
amplifier section, extreme flexibility with re- 
gard to its combination with external equip- 
ment could be achieved. In this digital FM-tuner 
preamplifier, complex and unusual circuit solu- 
tions have been realised through a high degree 
of integration, thereby ensuring exceptional 
operational reliability. Outstanding frequency 
stability in station selection is achieved through 
crystal referenced synchronization of the local 
oscillator. 

To ensure this high quality and accuracy in per- 
formance, each unit has to pass through a series 
of tightly controlled production tests plus a 
careful final inspection step. In order to main- 
tain these excellent original characteristics, it is 
essential that all important performance data 
are checked whenever an A720 is in the shop 
for servicing. 



I mportant 

When soldering Field Effect Transistors (FET) 
and radio frequency transistors the following 
precautions must be observed; 

The unit must be switched off. 

Work with an earthed soldering iron. 



Provide electrical contact between tip of iron 
and tuner chassis. 



1. General ites 



Le REVOX A720 reunit un tuner FM digital 
d'avant garde et un preamplificateur aux multi- 
ples possibilites. La separation du preamplifica- 
teur des etages de puissance ne resout pas seule- 
ment un probleme thermique, mais permet de 
garder une grande flexibilite de raccordement. 
L'integration poussee et la haute complexite de 
ses circuits, procurent au preampli-tuner FM 
digital, une grande securite de fonctionnement. 
La reference a quartz du tuner, lui assure une 
precision et une stabilite absolue. 

En fin de montage, un controle severe, aux tole- 
rances de mesure tres etroites, permet a cet 
appareil de conserver sa qualite et ses caracteris- 
tiques techniques originales. 



I mportant 

Lors d'operation de soudures au niveau des tran- 
sistors FIF et a effets de champ (FET), se con- 
former aux indications suivantes: 

Declencher I'appareil. 

Travailler avec un fer a souder muni d'une mise 
a terre. 

Relier galvaniquement la pointe du fer a souder 
a la masse du boltier de I'appareil. 
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Fig. 2.1.- 1 Fig. 2.1. -2 

2. Ausbau 2. Dismantling 2. Demontage 

2.1. Entfernen des oberen Deckbleches 2.1. Removal of Top Cover 2.1. Depose de la plaque de recouvrement 

— An Ruckseite 3 Schrauben (a) losen. - Remove 3 screws(A)from the back of — Devisser les trois vis (A) a I'arriere de 

— Deckblech nach hinten ausfahren. the unit. I'appareil. 

— Slide top cover to cover towards the — Retirer par I'arriere la paque de recou- 

rear. vrement. 



2.2. Entfernen des unteren Deckbleches 2.2. Removal of Base Cover 2.2. Depose de la plaque du fond 

— Gerat umgekehrt auf weiche Unterlage 
legen. 

— 3 Schrauben in der vorderen Fuss- 
Schiene losen. 

— An der Gerate-Ruckseite 3 Schrauben 

losen. 

— Deckblech abheben. 



2.3. Seitliche Holzabdeckungen entfernen 2.3. Removal of wooden side panels 2.3. Depose des cdtes en bois 

— 2 Schrauben losen. — Remove both screws. — Devisser les deux vis de maintient. 

— Holzabdeckung wegnehmen. — Take off wooden side panel. — Retirer le cote en bois. 



2.4. Frontplatte entfernen 2.4. Removal of front panel 2.4. Depose de la plaque frontale 

— Undo set screw (1.5. mm Allen key) on — Enlever le bouton du selecteur d'accord 

the MANUAL TUNING knob and remove knob. manuel (MANUAL TUNING), en desserrant la 
— Remove centering disk from the shafts vis de surete avec une cle a vis six pans inte- 
of the step switches. rieure de 1 ,5 mm. 

— Press station selector 1 to facilitate — Retirer tous les autres boutons et capu- 

removal of front panel. chons, sauf ceux des touches du selecteur de 

— Remove front panel. stations. 

— Retirer les rondel les de centrage des 

commutateurs a plots. 

— Pour faciliter la depose de la plaque 
frontale, enfoncer la touche 1 du selecteur de 
station. 

— Retirer la plaque frontale. 



2.5. Tastenschiene entfernen 2.5. Removal of push button rail 2.5. Depose de la glissiere des touches 

— Frontplatte entfernen (siehe 2.4.). — Remove front panel (see 2.4.). — Retirer la plaque frontale (voir 2.4.). 

— 2 Schrauben in Tastenschiene entfernen. — Remove 2 screws from push button rail. — Devisser les deux vis de la glissiere. 

— Tastenschiene nach vorne wegziehen. — Pull off push button rail. — Enlever la glissiere des touches en la 

tirant en avant. 



— Am Handabstimmknopf (MANUAL 
TUNING) Sicherungsschraube mit Innensechs- 
kant-Schliissel (1,5 mm) losen und abnehmen. 

— Alle andern Bedienungselemente (aus- 
genommen die 5 Stationstasten) abziehen. 

— An den Stufenschaltern die Zentrier- 
scheibe von der Schalterachse entfernen. 

— Stationstaste 1 drucken (erleichtert das 
Entfernen der Frontplatte). 

— Frontplatte entfernen. 



Place apparatus upside down on soft — Retourner I appareil s en dessus dessous. 

padding. — Devisser les trois vis du pied avant. 

Remove 3 screws from the front — Devisser les trois vis (^^a I'arriere. 
footrail. — Enlever la plaque du fond. 

Remove 3 screws (^from the back of 
the apparatus. 

Lift out and remo\/e base cover. 
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2.6. Lampe in Leuchttasten auswechsein 



Nur in den folgenden 2 Tasten sind Lampen ein- 
gebaut: 

STEREO 

MUTING 

— Lampen- Kalotte nach vorne wegziehen. 

— Lampe mit Lampenzieher herausziehen. 



2.6. Replacement of lamps in illuminated 
push buttons 

Only the following 2 push buttons are equipped 
with lamps; 

STEREO and 
MUTING 

— Pull off push button. 

— Remove lamp with lamp-puller. 



2.6. Remplacement des lampes de touches 

Seules les touches suivantes sont equipees de 
lampes: 

STEREO et 
MUTING 

— Enlever le capuchon de la touche en le 
tirant vers I'avant. 

— Sortir la lampe au moyen d'un extrac- 
teur. 



2.7. Netzsicherung auswechsein 

— Netzstecker ziehen. 

— Bajonettverschluss auf Ruckwand off- 
nen. 

— Defekte Sicherung auswechsein. 



2.7. Replacement of mains fuse 

— Disconnect mains plug from electrical 

outlet. 

— Remove twist-lock cap from the fuse 

holder. 

— Replace defective fusd 



2.7. Remplacement du fusible secteur 

— Retirer la fiche secteur. 

— Oter le capuchon a baionnette du 
porte-fusible. 

— Remplacer le fusible defectueux. 



2.8. Netzteil-Sicherungen auswechsein 

— Netzstecker ziehen, 

— unteres Deckblech entfernen (siehe 

2 . 2 .). 

— Defekte Stecksicherungen auf Netztrans- 
formator-Einheit auswechsein. 



2.8. Replacement of power supply fuses 

— Disconnect mains plug from electrical 
outlet. 

— Remove base cover (see 2.2.). 

— Replace defective fuse in fuse holder on 
the mains transformer assembly. 



2.8. Remplacement des fusibles d'alimenta- 

tion 

— Retirer la fiche secteur. 

— Demonter la plaque de fond (voir 2.2.). 

— Remplacer le fusible defectueux (sur le 
transformateur d'alimentation). 
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3. Funktionsbeschreibung 

3J. HF-Teil 

3.1.1. Ubertrager 

Schaltbild A4 1.066.162 

Das Antennensignal gelangt von den 60 Ohm- 
bzw. 240 Ohm-Anschlussen uber einen Symme- 
trierubertrager (Baiun, LI) auf den HF-Ein- 
gangsteil. 



3. Circuit description 

3.1. RF-Section 

3.1.1. Baiun circuit 

Circuit diagram A4 1.066.162 

The signal arriving on the 75 ohms or 300 ohms 
antenna sockets is fed to the RF-input stage via 
a balancing transformer (Baiun, L 1). 



3. Description des fonctions 

3.1. PartieHF 

3.1.1. Translateur 

Schema A4 1.066.162 

Le signal haute-frequence receuilli aux homes 
de I'antenne 60 ou 240 ohms, parvient a I'etage 
haute-frequence au travers d'un translateur 
symetrique (balun, L 1). 



3.1.2. HF-Eingangsteil 

Schaltbild A5 1.066.100 

Uber den Antennenkreis (LI) kommt das Si- 
gnal auf die erste FIF-Verstarkerstufe (Q1). 
Nach der ersten FIF-Verstarkerstufe foigt ein 
abgestimmtes Zweikreis-Bandfilter (L2, L3). 
Uber die zweite FIF-Verstarkerstufe (Q2) und 
das zweite Bandfilter (L4, L 5) erfoigt die 
Kopplung auf die balancierte Gegentakt-Misch- 
stufe (Q 3, Q 4, Q 5). Die Abstimmspannung fur 
die Kapazitatsdioden (D 1, D 3, D 4, D 6, D 7) 
der Bandfilter, wird aus dem Oszillator-Teil 
zugefuhrt (Y-TUNING). Das passive ZF-Filter 
ist vom ZF-Verstarkerteil getrennt und unter- 
teilt sich in acht abgestimmte Kreise (L6, 
FT 21, FT 3, FT 46, FT 5, FT 46, FT 7, 
FT 81). Dadurch erzielt man konstante Uber- 
tragungseigenschaften sowie eine von Signal- 
starke und Begrenzereinsatz unabhangige Selek- 
tion. 



3.1 .2. RF-input section (front end) 

Circuit diagram A5 1.066.100 

From the antenna circuit (LI) the signal arrives 
at the first RF-amplifier (Q1) from where it 
reaches the tuneable two-section band-pass ( L 2, 
L3). After passing the second RF-amplifier 
(Q2) and the second tuneable band-pass (L4, 
L 5), the signal is then coupled to the balanced 
push-pull mixer (Q 3, Q 4, Q 5). The tuning vol- 
tage for the varicap diodes (D 1, D 3, D 4, D 6, 
D 7) in the tuneable band filters arrives from 
the oscillator section (signal Y-TUNING). The 
passive IF-fiiter strip is completely separate 
from the I F-amplifier. It consists of 8 tuned cir- 
cuits (L6, FT 21, FT 3, FT 46, FT 5, FT 46, 
FT 7, FT 81). With this circuit arrangement, 
effective signal selection takes place ahead of 
amplification, thereby ensuring transfer charac- 
teristics which are independent of signal ampli- 
tude or limiter action. 



3.1.2. Etage haute-frequence 

Schema A5 1 .066. 1 00 

Le circuit d'antenne accorde (LI), suivit d'un 
filtre de bande a double circuits accordes (L2, 
L3), conduisent le signal d'entree au premier 
etage amplificateur haute-frequence (Ql).Un 
deuxieme amplificateur haute-frequence (Q2) 
suivit d'un deuxieme filtre de bande a double 
circuits accordes (L4, L5), amenent le signal 
amplifie a I'etage melangeur symetrique (Q3, 
Q4, Q5). Independamment de I'intensite du 
signal et du seuil de limitation, la selectivite est 
obtenue par un filtre passif constitue par huit 
circuits accordes (L6, FT 21, FT 3, FT 46, 
FT 5, FT 46, FT 7, FT 81) separes de I'amplifi- 
cateur de frequence intermediaire. La tension 
d'accord des diodes a capacite variable, provient 
du circuit oscillateur (Y-tuning). 



3.1.3. ZF-Verstarker und Demodulator 

Schaltbild A6 1.066.120 

Funf integrierte Differentialverstarker (IC1... 
1C 5) ubernehmen das Signal (Y— IF) vom 
ZF-Filter. Zur Verstarkungsregelung der HF- 
Vorstufen bei grossen Eingangssignalen, wird 
nach der ersten ZF-Stufe (nach D 1) das gleich- 
gerichtete Signal abgenommen und uber einen 
Verstarker (Q9, Q 10) zugefuhrt. Nach den 
ersten vier ZF-Stufen werden die Signale ausge- 
koppelt, gleichgerichtet (D 1, D 2, D 3, D 4) 
und zum Signalstarke-Anzeigeinstrument (SI- 
GNAL) gebracht. Die logarithmische Anzeige 
ermdglicht eine Beurteilung der Signalstarke von 
einigen juV bis ca. 5 mV. Fur die Anzeige der 
Frequenzablage des empfangenen Senders ge- 
genuber der digital angezeigten Abstimmfre- 
quenz, wird in der funften ZF-Stufe (1C 5) das 
Signal gewonnen und dem Frequenz-Diskrimi- 



3. 1 .3. I F-amplifier and demodulator 

Circuit diagram A6 1.066.120 

From the IF-filters the signal (Y-IF) reaches the 
I F-amplifier which consists of 5 integrated cir- 
cuits (1C 1. . .1C 5). To control the gain of the 
RF-amplifiers when large input signals are pre- 
sent, a rectified portion of the signal gets 
branched off after the first I F-amplifier (D 1) 
and is amplified in Q9 and Q 10 before being 
returned to Q1 and Q 2. The signal is also 
tapped off from each of the first four IF-ampli- 
fiers and after rectification in diodes D 1, D 2, 
D 3, D 4 it is fed to the signal strength meter via 
line Y-SIGNAL. In this manner a logarithmic 
indicating characteristic is achieved, which 
allows the evaluation of signal strengths from a 
few microvolts up to approximately 5 mV. For 
center tuning indication, a portion of the signal 
gets branched off from the 5th I F-amplifier 



3.1.3. Amplificateur FI et demodulateur 

Schema A6 1.066.120 

L'amplificateur FI comporte cinq circuits inte- 
gres, constitues par les amplificateurs differen- 
tials (1C 1... 1C 5). Afin de limiter I'amplifi- 
cation des etages FIF lors de signaux d'entree 
importants, une tension de commande de gain 
(Y-AGC) redressee (D1) et amplifiee (Q9, 
Q 10), est issue du premier etage FI. Des quatres 
premiers etages FI, est egalement preleve un 
signal (Y-SIGNAL), qui redresse (D 1, D 2, D 3, 
D4), sert a la commande de I'instrument 
SIGNAL. L'echelle logarithmique de cet instru- 
ment permet de mesurer I'intensite relative du 
signal regu, entre quelques juV et 5 mV environ. 
Le cinquieme etage FI (1C 5) delivre egalement 
un signal, qui apres demodulation par un dis- 
criminateur de frequence (FT 1), est envoye a 
I'instrument indiquant le centrage de I'accord 
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nator (FT 1) zugefuhrt. Die Ausgangsspannung 
steuert das Absti mm- Instrument (TUNING). 
Vom Frequenz-Diskriminator iiber das 
1 50 khlz-Bandpassfilter gelangen Rauschspan- 
nungen an den Rauschverstarker (ICS). Dieses 
Rauschsignal wird gleichgerichtet (D7) und 
uber eine Schaltstufe (Q8) zur Verwendung in 
der Stereo- und Stummschalte-Logik weiterge- 
leitet (YBI-N). Das ZF-Signal nach der funften 
ZF-Stufe wird in der nachgeschalteten Treiber- 
stufe (1C 6) in ein Rechtecksignal umgewandelt. 
Der digitale FM-Demodulator (1C 7) wird ein- 
mal direkt und einmal nach Durchlaufen einer 
23 ns-Verz6gerungsleitung (DELAY LINE) an- 
gesteuert. Jeweils bei Nulldurchgang des Recht- 
ecksignals erzeugt der Demodulator einen Im- 
puls von konstanter Amplitude und Lange. Eine 
Siebschaltung (R 38/39, C 33/34) ermittelt aus 
der Impulsfolge den Gleichstrom-Mittelwert als 
demoduliertes NF-Signal. Nach der Differential- 
verstarker-Stufe (Q2, Q3) und dem 

100 khlz-Tiefpassfi Iter (L6) wird das Stereo- 
MPX-Signal uber den Stummschalter (Q6, Q7) 
auf den Stereo- Decoder gefuhrt (Y-MPX). 



from where it is fed to the frequency discrimi- 
nator FT 1. The discriminator's output voltage 
is used to operate the meter TUNING. Noise 
voltages are reaching the noise amplifier 1C 8 via 
a 150 khlz band-pass and the derived DC poten- 
tial (D7) operates the transistor switch (Q8) 
which triggers the automatic stereo change-over 
and muting circuits (signal YBI-N). From the 
5th IF-amplifier the signal reaches the driver 
stage (1C 6) where it gets transformed into a 
square wave signal. The following digital FM 
demodulator (1C 7) is then driven by a direct 
portion of that square wave plus a second por- 
tion which is first passed through a 23 nsec 
DELAY LINE. With each zero crossing of the 
square wave the demodulator produces a pulse 
of constant amplitude and constant duration. 
From the integrating network (R 38/39, 
C 33/34) the mean DC-potential of that pulse 
train is derived, which then represents the audio 
information. After the differential amplifier 
(Q2, Q3), which is followed by a 100 khlz 
low-pass (L6) the stereo MPX-signal passes the 
muting switch Q6 from where it reaches the 
stereo decoder (Y-MPX). 



(TUNING). De ce discriminateur, a travers un 
filtre de bande de 150 khlz (L7), est encore 
issue une tension de bruit qui, amplifiee (1C 8) 
et redressee (D 7), est envoyee au circuit logique 
de commutation automatique stereo et "mu- 
ting" par I'intermediaire d'un transistor com- 
mutateur (Q8). Le signal FI sortant du cin- 
quieme etage amplificateur est transforme par 
I'etage d'attaque suivant en un signal carre. Ce 
dernier commande un demodulateur FM digital 
(1C 7); une fois directement et une fois par une 
ligne de retard de 23 nanosecondes (DELAY 
LINE). A chaque passage par zero du signal 
carre, le demodulateur delivre une impulsion 
d'amplitude et de duree constantes. A la sortie 
de celui-ci, la valeur continue moyenne du signal 
BF demodule est obtenue au moyen du circuit 
de filtrage (R 38, R 39, C 33, C34). Apres 
I'amplificateur differential (Q 2, Q 3) et le filtre 
passe-bas de 100 khlz (L6), le signal stereo 
composite multiplex est envoye au decodeur 
stereo via le circuit de silence (Q 6, Q 7). 



3.1.4. Stereo- Decoder 

Schaltbild A7 1.066.150 

Die Erzeugung des 38 kFIz-Flilfstragers aus dem 
19 khlz-Pilotton erfoigt in einer Schwungrad- 
schaltung (phase locked loop). Vom 76 kHz- 
Oszillator (L3) gelangt das Signal iiber eine 
Impuisformerstufe (1C 2, Q 1) auf einen ;2 Fre- 
quenzteiler (1C 3). Die geteilte Frequenz von 
38 khlz steuert den MPX-Schaltdemodulator 
(1C 4). Uber einen zweiten :2 Frequenzteiler 
(1C 3) wird das Signal der Phasenvergleichsstufe 
(IC1) zugefuhrt. In einem breitbandigen, 
phasenstabilen 19 khlz Bandfilter (LI, L 2) 
wird der Pilotton aus dem Stereo-MPX-Signal 
ausgefiltert und ebenfalls der Phasenvergleichs- 
stufe eingegeben. Stimmen die beiden Eingangs- 
signale der Phasenvergleichsstufe in der Fre- 
quenz nicht uberein, so steuert die Fehlerspan- 
nung dieser Stufe iiber das Loop-Filter (C7, 
C 8) und den Abstimmkreis (D 2) den 
76 kHz-Oszillator nach. 

Das MPX-Signal wird in einem 19 khlz-Sperr- 
filter (L5) vom 19 khlz-Pilotton befreit. Das 
Signal wird nun in den hlauptkanal iiber das De- 
Emphasis-Netzwerk (R33, C21) und in den 



3.1.4. Stereo decoder 

Circuit diagram A7 1 .066. 1 50 

The 38 kHz subcarrier is regenerated in a phase- 
locked-loop oscillator. The locally generated 
(L3) 76 kHz signal passes the pulse-shaper 
(1C 2, Q1) and reaches the ;2 dividing stage 
(1C 3). The so derived frequency of 38 kHz 
drives the switching demodulator (1C 4). After 
passing through a second ;2 divider (1C 3) the 
signal is fed to the phase comparator (1C 1 ) . I n a 
relatively wide 19 kHz band-pass (LI, L 2) the 
pilot tone is filtered from the stereo MPX-signal 
from where it is also fed to the phase compara- 
tor. An error voltage is produced if the two 
input signals are of different frequency and that 
voltage will reach the varicap diode (D 2) via the 
loop filter (C 7, C 8) to retune the 76 kHz oscil- 
lator. The 19 kHz pilot tone is filtered from the 
MPX-signal by the 19 kHz rejection circuit 
(L5). Next, the signal gets separated into the 
sum channel via the de-emphasis network (R 33, 
C21) and into the difference channel via the 
38 kHz filter (L 6). Poor signal-to-noise ratio of 
a received stereo broadcast due to fringe area 
reception can be improved at the expense of 



3.1.4. Decodeur stereo 

Schema A7 1 -066. 1 50 

La regeneration de la sous-porteuse de 38 kHz 
du signal pilote, s'effectue par un circuit a 
volant genre "phase locked loop". De I'oscilla- 
teur (L3), un signal de 76 kHz est amene au 
diviseur de frequence par deux (1C 3) par I'inter- 
mediaire de I'etage de mise en forme (1C 2, 
Q1). La frequence de 38 kHz qui en resulte 
vient commander le demodulateur multiplex a 
commutation (1C 4). Un deuxieme diviseur de 
frequence par deux, produit un signal de 19 kHz 
qui est amene au comparateur de phase (1C 1). 
Le filtre de 19 kHz (L 1, L 2) a large bande et 
de phase stable, extrait du signal composite 
multiplex le signal pilote qui parvient egalement 
au comparateur de phase. Si les signaux d'entree 
du comparateur ne sont pas parfaitement en 
phase, une tension de correction est envoyee par 
le filtre (C 7, C 8) au circuit d'accord (D 2) de 
I'oscillateur de 76 kHz. 

Du signal composite multiplex libere du signal 
pilote par le filtre de suppression de 19 kHz 
(L 5), sont extraits par le reseau de desaccentua- 
tion (R33, C21) le canal principal, et par le 



3.1.4 




Hilfskanal liber den 38 kHz-Kreis (L6) aufge- 
teilt. Mit der Taste "NOISE FI" (NOISE FIL- 
TER SWITCH) kann bei schwach einfallenden 
Stereosendern der Rauschabstand auf Kosten 
der Obersprechdampfung verbessert warden. 
Der Hauptkanal liefert uber einen Verstarker 
(0 3) das Summensignal. Das Differenzsignal 
wird im Schalt-Demodulator (1C 4) aus dem 
Hilfskanal gewonnen und der Matrix (0 4, 0 5) 
zugefiihrt. Damit eine einwandfreie Empfangs- 
qualitat gewahrleistet ist, sind vor dem Schalt- 
Demodulator ein 38 kHz-Kreis (L6) und ein 
1 14 kHz-Sperrfilter (L7) vorgeschaltet. Ober 
15 kHz-Tiefpassfilter (L8, L9), zur Unter- 
druckung der MPX-Restsignale, warden die 
NF-Signale an den Eingangswahlschalter im 
NF-Verstarkerteil weitergeleitet. 

Nach dem 19 kHz-Bandfilter am Eingang des 
Stereo-Decoders wird der Pilotton scharf ausge- 
filtert (L 4), verstarkt (1C 2) und gleichgerichtet 
(D3) einer Schaltstufe (0 2) zugefuhrt. Das Si- 
gnal (YBI-P) wird in der Stereo-Umschaltlogik 
waiter verarbeitet. 



3.T.5. Lokal-Oszillator 

Schaltbild A8 1.066.110 

Frequenz-Synthesizer 

Schaltbild A9 1.066.140 

Die Lokal-Oszillator Spannung wird in einer 
Phasenregelschaltung (phase locked loop) er- 
zeugt. Der Lokal-Oszillator (0 2) gibt sein Si- 
gnal uber eine Pufferstufe (O 3, L 3) an einen :6 
Frequenzteiler (1C 1... 1C 3). Das hinunterge- 
teilte Signal durchlauft den Programmzahler 
(IC4. ..IC8). Das Teilerverhaltnis ( :N) von 
1960. . .2379 kann uber die Programm-Eingange 
(1C 1 3, 1C 14) von der Abstimm-Einheit her ein- 
gegeben warden. Vom Programmzahler kommt 
das Signal auf die.-Frequenz- und Phasenver- 
gleichsstufe (1C 12) und wird hier mit der Refe- 
renzfrequenz verglichen. Ein Quarz-Oszillator 
(X-TAL OSZI LLATOR) mit einer Frequenz von 
2,13333 MHz sorgt fur die Referenzfrequenz- 
Erzeugung. Ober einen :256 Frequenzteiler 
(1C 10, 1C 11) wird die Referenzfrequenz von 
8 1/3 kHz erreicht. Stimmen nun die beiden 
Eingangssignale der Frequenz- Phasenvergleichs- 
stufe in Frequenz und Phase nicht uberein, so 



stereo separation by operating the push button 
"NOISE FI" (NOISE FI LTER SWITCH, signal 
lines Y-NFI-1/2). The sum signal is amplified by 
O 3, whereas the difference signal is processed 
in the switching demodulator (1C 4) from where 
it is fed to the matrix stages 0 4 and 0 5. In 
order to ensure optimum signal quality, a 
38 kHz resonance circuit (L6) and a 114 kHz 
suppression filter are located ahead of the 
switching demodulator. Matrix residuals are 
suppressed in the 15 kHz low-pass circuits (L 8, 
L 9) before the signals reach the input selector 
switch in the audio pre-amplifier section. 

After the 19 kHz band-pass filter at the input of 
the stereo decoder, the pilot tone signal is filte- 
red out by a sharply tuned resonant circuit 
(L4) and after amplification in 1C 2 it gets 
rectified (D 3) and reaches the switching transis- 
tor Q 2. The so derived signal YBI-P is then used 
for automatic operation of the stereo change- 
over circuit. 



3.1.5. Local oscillator 

Circuit diagram A8 1.066.110 

Frequency Synthesizer 

Circuit diagram A9 1.066.140 

The local oscillator signal is generated in a 
phase-locked-loop circuit. From the oscillator 
proper (Q2) the signal is passed through a 
buffer stage (Q3, L 3) to reach the ;6 fre- 
quency divider (1C 1 ... 1C 3). The so reduced 
frequency arrives at the program counter 
(1C 4 ... 1C 8). The dividing ratio (:N), covering 
the range from 1960 to 2379, is decided by the 
tuning elements. After the program counter the 
signal reaches the frequency and phase compara- 
tor stage (1C 12) where it gets compared with 
the reference frequency which is produced in a 
quartz oscillator (X-TAL OSCILLATOR) oscil- 
lating at 2.133333 MHz. That frequency is 
scaled down in 1C 10 and 1C 11 by a 256 :1 
ratio to produce the reference frequency of 
8 1/3 kHz. If the two input signals to the fre- 
quency and phase comparator deviate from each 
other, the comparator produces an error signal 
(Y-PUMP) which, after passing the integration 



filtre de 38 kHz (L 6) le canal auxiliaire. En cas 
de mauvaise reception d'emission stereopho- 
nique, un filtre anti-souffle peut etre mis en 
service par la touche NOISE FILTER. Le rap- 
port signal/bruit est ainsi ameliore, mais au prix 
d'une augmentation de la diaphonie. Le canal 
principal via I'etage amplificateur (0 3) delivre 
le signal somme. Le signal difference issu du 
canal auxilliaire par le demodulateur a commu- 
tation (1C 4), est envoye a la matrice de deco- 
dage. Pour assurer une parfaite qualite de recep- 
tion, un filtre de 38 kHz (L6) et un filtre de 
suppression de 114 kHz (L7) sont disposes en 
amont du demodulateur a commutation. Avant 
le selecteur d'entree du preamplificateur BF, le 
filtre passe-bas de 15 kHz (L8, L9) est charge 
d'eliminer du signal BF les residus du signal 
multiplex. 

Apres le filtre de bande de 19 kHz a I'entree du 
decodeur stereo, le signal pilote est ensuite 
applique par un filtre tres pointu (L 4) a I'etage 
amplificateur (1C 2). Apres redressement (D3), 
I'etage commutateur (Q 2) envoie le signal resul- 
tant (YBI-P) au circuit de logique indicateur et 
commutateur stereo. 



3.1.5. Oscillateur local 

Schema A8 1.066.110 

Synthetiseur de frequence 

Schema A9 1 .066. 1 40 

La tension de I'oscillateur local est produite par 
un circuit regulateur de phase (phase locked 
loop). L'oscillateur local delivre son signal au 
diviseur de frequence par 6 (1C 1. . .3) a travers 
I'etage tampon (0 3, L3). Ce signal divise tra- 
verse le compteur de programme (1C 4. . .8). Le 
rapport diviseur (: N) de I960.. 2379, peut- 
etre donne par les entrees de programme (1C 13, 
1C 14) de I'unite d'accord. Le signal va du 
compteur de programme a I'etage comparateur 
de frequence et de phase (1C 12), pour etre 
compare a la frequence de reference. De I'oscil- 
lateur a quartz de 2,13333 MHz la frequence de 
reference de 8 1/3 kHz est obtenue par division, 

: 256 (1C 10, 11). Lorsque les deux signaux 
d'entree de I'etage comparateur ne sont pas 
parfaitement en phase, cet etage emet un signal 
de correction (Y-PUMP). Par I'amplificateur 
integrateur (O 4, Q 5 et Q 6), ce signal controle 
la tension d'accord de la diode a capacite 



3.1.5 






erzeugt diese Stufe ein Fehlersignal (Y-PUMP). 
Dieses Signal andert uber den Integrationsver- 
starker (Q4, Q 5, Q 6) die Vorspannung der 
Kapazitatsdiode (D1) im Oszillatorkreis. Der 
Nachstimmvorgang lauft waiter, bis die Ein- 
gangssignale der Frequenz- Phasenvergleichs- 
stufe* in Frequenz und Phase ubereinstimmen. 
Der "Lock in"-Detektor (NAND-Gate IC 12, 
Q 1) gibt bei abgeschlossenem Abstimmvorgang 
ein Signal (YBI-LOCK) an die Schaltlogik wai- 
ter. Fine weitere Pufferstufe (Q 1, LI) koppelt 
die Lokal-Oszillator Frequenz an die Mischstufe 
im ZF-Teil. 



amplifier (Q4, Q 5, Q6), is used to change the 
biasing of the varicap diode (D 1) in the oscil- 
lator circuit. Thus the oscillator gets retuned 
until full frequency and phase agreement is 
reached for the two signals at the input to the 
frequency and phase comparator. Once that 
condition is reached, the lock-in detector 
(NAND-gate IC 12, Q1) feeds a signal (YBI 
LOCK) to the switching logic. A further buffer 
stage (0 1, LI) couples the local oscillator fre- 
quency to the mixer stage in the I F-sectlon. 



variable de I'oscillateur local (D 1). Cette correc- 
tion durera jusqu'a ce que les deux signaux 
d'entree de I'etage comparateur soient en phase. 
A ce moment-la, le detecteur "Lock in" 
(NAND-Gate IC 12, 0 1) envoie un signal (YBI- 
LOCK) a la logique de commutation. Un second 
etage tampon (0 1, LI), transmet la frequence 
de I'oscillateur local a I'etage melangeur de 
I'amplificateur de frequence intermediaire. 



3.1.6. Digital- Anzeige 

Schaltbild A10 1.066.136 

Bandsperre 

Schaltbild All 1.066.900 

Die digitale Frequenz-Anzeige gibt Auskunft 
uber die gewahite Abstimmfrequenz. Die Zif- 
fernanzeigerohren signalisieren die MHz-Anzeige 
(VI, V 2, V 3) sowie die kFIz-Anzeige (V 5, 
V 6). Die Ansteuerung erfoigt von den Dioden- 
Matrizen. Die Komma-Anzeige wird mit einem 
separaten Signal (S-MUTE-S) geloscht, well die 
Ansteuerung nicht wie bei den Ziffern uber die 
Abstimm-Einheit erfoigt. Der Frequenzbereich 
von 87.00 bis 87.45 MFIz kann mit der Band- 
sperre fur den Empfang ausgeschlossen warden. 
Ein UND-Gate (D 1, D 2, D 3) sowie die beiden 
Transistoren 0 1 und 0 2 bringen das entspre- 
chende Signal (S-MUTE) an die Stummschalte- 
Logik auf der Instrumentenplatine. 



3.1.6. Digital display 

Circuit diagram A10 1.066.136 

Band restrictor 

Circuit diagram A1 1 1.066.900 

The digital display unit provides a readout of 
the tuned-in frequency. Three readout tubes are 
provided for MHz indication (VI, V 2, V 3) 
and two tubes are for kHz indication (V 5, V 6). 
The displayed number is controlled by the cor- 
responding diode matrix. A separate signal 
(S-MUTE-S) will cause cancellation of the deci- 
mal point, because it is not controlled via the 
tuning circuits. The frequency range from 87.00 
to 87.45 MHz can be disabled for areas where 
commercial- or other non-broadcasting services 
operate in that band. The AND-gate formed by 
D 1 , D 2 and D 3 and the two transistors Q 1 
and Q2 cause the required muting signal 
(S-MUTE) to be present at the muting logic on 
the meter board. 



3.1.6. Affichage d igital 

Schema A10 1.066.136 

Restricteur de bande 

Schema A1 1 1 .066.900 

L'affichage digital indique la frequence d'accord 
choisie. Les lampes (VI, V 2, V 3) pour les 
MHz et (V 5, V 6) pour les kHz. Les comman- 
des viennent des matrice de diodes. La com- 
mande de I'indicateur de virgule ne se faisant 
pas par I'unite d'accord comme pour les chif- 
fres, son effacement s'effectue fait par un signal 
special(S-MUTE-S). La bande frequence de 
87.00 a 87.45 MHz peut-etre reduite par un 
circuit restricteur de bande. De ce circuit 
(AND-Gate D 1 , D 2, D 3, Q 1 , Q 2) est envoye 
un signal (S-MUTE) a la logique de commuta- 
tion silence du circuit de mesure. 



Abstimm-Einheit bestehend aus; 


3.1.7. Tuning selector consisting of: 


3.1.7. Composition de I'unite d'accord: 


Dioden-Matrix MHz 

Schaltbild A12 


1.066.135 


Diode matrix MHz 

Circuit diagram A1 2 1.066.135 


Matrice de diodes MHz 

Schema A 12 


1.066.135 


Dioden-Matrix kHz 

Schaltbild A1 5 


1.066.134 


Diode matrix kHz 

Circuit diagram A1 5 1.066.134 


Matrice de diodes kHz 

Schema A 15 


1.066.134 


Programmschalter MHz 

Schaltbild A13 


1.066.139 


Memory tuning MHz 

Circuit diagram A1 3 1.066.139 


Preselecteur MHz 

Schema A 13 


1.066.139 


Programmschalter kHz 

Schaltbild A1 6 


1.066.138 


Memory tuning kHz 

Circuit diagram A1 6 1.066.138 


Preselecteur kHz 

Schema A 1 6 


1.066.138 



3.1.7 






Handabstimmung MHz 

Schaltbild A14 1.066.130—21 

Handabstimmung kHz 

Schaltbild A17 1.066.130-11 

Die Eingabe des Teilerverhaltnisses fur den Pro- 
grammzahler kann mittels dem Handabstimm- 
knopf (S 10, S 20) Oder mit den Programm- 
schaltern (S11...S15, S21...S25) erfolgen. 
Die Dioden-Matrizen ubertragen das Teilerver- 
haltnis an den Programmzahler. 



Manual tuning MHz 

Circuit diagram A1 4 1.066.130—21 

Manual tuning kHz 

Circuit diagram A1 7 1.066.130—11 

Selection of the dividing ratios for the program 
counter is possible either by means of the 
manual tuning knob (S 10, S 20) or by means of 
the pre-tuning (memory tuning) knobs. The 
diode matrices transfer the selected dividing 
ratio to the program counter. 



Selecteur manual MHz 

Schema A 14 1.066.130-21 

Selecteur manual kHz 

Schema A 17 1.066.130-11 

Le rapport diviseur du compteurde programme 
peut-etre modifie soit par le bouton du selecteur 
manuel (S10, S20), soit par le preselecteur 
(S 11... SI 5, S21...S25). Les matrices de 
diodes transmettent le rapport diviseur au 
compteur de programme. 



3.1.8. Stationen-Schalter 

Schaltbild A18 1.066.133 

Mit den Stationstasten (1. . .5) und der Handab- 
stimmtaste (MANUAL) wird die Abstimm-Ein- 
heit angesteuert. Die MHz-Abstimmung erfoigt 
liber die Dioden D 1. . .D 5 und D 7, die kHz- 
Abstimmung iiber D8. ..D12 und D 14. Bei 
Betatigen der Handabstimmtaste wird ein Signal 
(C-MUTE-M, C-MUTE-K) an die Rastzwischen- 
stellung der Handabstimmschalter gefuhrt. Da- 
durch ist die Stummschaltung gewahrleistet, 
falls der Abstimmschalter auf einer Rastzwi- 
schenstellung stehen bleibt. 



3.1.8. Station selector 

Circuit diagram A1 8 1.066.133 

The tuning section gets activated by the selector 
buttons 1. . .5 and MANUAL. The MHz ranges 
are selected via the diodes D 1. . .D 5 and D 7 
whereas diodes D 8. . .D 1 2 and D 1 4 are for the 
kHz ranges. When selecting a station by manual 
tuning, a muting signal passes via the rotary 
selector whenever it is in a position between 
two magnetic detents. This ensures muting of 
the receiver in case the selector remains at a 
position between detents. 



3.1.8. Selecteur de station 

Schema A1 8 1 .066. 1 33 

L'unite d'accord est commandee par les touches 
du selecteur de station (1. . .5) et le selecteur 
manuel (MANUAL). L'accord des MHz se fait 
par les diodes D 1 . . .D 5 et D 7 celui des kHz se 
fait par les diodes D 8. . .D 12 et D 14. En po- 
sition intermediaire du selecteur manuel, les 
signaux (C-MUTE-M, C-MUTE-K) sont court- 
circuites par le curseur de celui-ci. Ainsi le cir- 
cuit de silence est active tant que le selecteur 
manuel ne se trouve pas en bonne position. 



3.1.9. I nstru menten-Plati ne 

Schaltbild A19 1.066.132 

Auf der Instrumentenplatine befinden sich die 
Instrumenten-Kreise fiir Signalstarke (SIGNAL) 
und Frequenzablage (TUNING) des eingestell- 
ten Senders. 

Bleibt der Handabstimmknopf in einer Rast- 
zwischenstellung stehen, so liefert er ein Signal 
(S-MUTE) an das METER GATE (Q1) und 
QUALITY GATE (Q 2) zur Sperrung der Instru- 
menten-Anzeige "SIGNAL” und "TUNING". 
Der QUALITY DETECTQR (Q4, NAND- 
Gate 1) ermittelt aus den Kriterien Signal und 
Gerausch, ob ein Sender in ausreichender Quali- 
tat empfangen wird und liefert ein entsprechen- 
des Signal an das MUTING GATE (Q 5) und das 
STEREQ GATE (Q6, Q7). Ist die Stereo-Taste 
gedruckt, Pilotton vorhanden (YBI-P), der 
Handabstimmschalter nicht in einer Zwischen- 
stellung und meldet der QUALITY DETECTQR 
ausreichende Empfangsqualitat, so leuchtet die 
Stereo-Anzeige auf und das entsprechende Si- 
gnal (YBI-ST) wird in den Stereo-Decoder zum 



3.1.9. Meter board 

Circuit diagram A1 9 1.066.132 

The meter board contains all circuits for the 
indication of SIGNAL strength and center 
TUNING of the selected station. 

Should the manual tuning knob remain in a 
position between two detents a muting signal 
(S-MUTE) will be fed to the METER GATE 
(Q 1) and to the QUALITY GATE (Q 2) there- 
by preventing any deflection of the meters 
SIGNAL and TUNING. The quality detector 
(Q4, NAND-gatel) decides on the basis of 
signal strength and noise whether or not a 
tuned-in station can be received with satisfac- 
tory quality by delivering a corresponding signal 
to the MUTING GATE (Q 5) and to the 
STEREQ GATE (Q6, Q7). With the stereo 
button depressed, a pilot tone signal (YBI-P) 
present, the manual tuning selector in a nor- 
mally detented position, and if the QUALITY 
DETECTQR reports adequate quality of the 
received signal, the stereo light becomes illumi- 
nated while the signal YBI-ST will activate the 



3.1.9. Circuit de mesure 

Schema A1 9 1.066.132 

Le circuit de mesure comporte les unites de 
mesure de I'intensite du signal (SIGNAL) et du 
centrage de l'accord (TUNING). 

Les position intermediaires du selecteur manuel 
provoquent par le signal (S-MUTE) le court- 
circuit des instruments de mesure au moyen des 
transistors (Q 1 et Q 2). Un detecteur de qualite 
(QUALITY DETECTQR Q 4, NAND-gatel), 
determine a partir des critaires signal et bruit, si 
un emetteur peut etre recu avec une qualite de 
reception suffisante, en envoyant un signal au 
circuit de silence (Q 5) et au circuit stereo (Q 6, 
Q7). Lorsque le selecteur manuel se trouve en 
position de travail, la touche stereo enfoncee, le 
son pilote present (YBI-P) et une qualite de 
reception suffisante, I'indicateur stereo s'allume 
et le signal (YBI-ST) envoye au decodeur stereo 
enclenche le demodulateur a commutation. La 
reception est possible une fois l'accord realise 
(YBI-LQCK) et la touche silence relachee; la 
lampe du circuit de silence (MUTING) s'eteint 



3.1.9 






Einschalten des Schalt-Demodulators geschickt. 
Bei geloster Stummschalte-Taste (MUTING) 
wird der Empfang nach Beendigung des Ab- 
stimmvorganges (YBI-LOCK) des Frequenz- 
Synthesizers freigegeben. Die Stummschalte- 
Anzeigelampe (MUTING) erlischt und ein Signal 
(YBI-MUTE) offnet den Stummschalter im 
ZF-Teil. Ein zweiter Kontakt der Stumm- 
schalte-Taste unterbricht gleichzeitig die Zufuh- 
rung des Rauschsignals (YBI-N) zum QUALITY 
DETECTOR. Dadurch wird verhindert, dassein 
benachbarter Sender den Stereo- Empfang des 
gewahiten Senders stort. 

Wie bereits erwahnt, verbessert sich der Rausch- 
abstand bei schwach einfallenden Stereosendern 
nach Betatigen der Taste "NOISE FI", welche 
ebenfalls auf der Instrumenten-Platine plaziert 
ist. 



switching demodulator. With the muting switch 
in its released position, the received signal will 
get switched through as soon as the tuning pro- 
cess in the frequency synthesizer is completed 
(YBI-LOCK). The indicating light MUTING will 
go out and the signal YBI-MUTE turns off the 
muting switch in the IF-section. A second con- 
tact on the push button switch MUTING inter- 
rupts the noise signal (YBI-N) to the QUALITY 
DETECTOR thereby preventing any neighbou- 
ring station from interfering with the reception 
of the tuned-in stereo program. 

As already mentioned in section 3.1.4. the si- 
gnal-to-noise ratio of a weak or distant stereo 
station can be improved by operating the push 
button switch NOISE FI which is also located 
on the meter board. 



et un signal (YBI-MUTE) debloque le circuit de 
silence de I'amplificateur de frequence inter- 
mediaire. Parallelement le signal bruit (YBI-N) 
allant au detecteur de qualite est interrompu par 
un deuxieme contact de la touche silence. De ce 
fait, la reception stereophonique ne pourra pas 
etre genee par un emetteur voisin. Sur le circuit 
de mesure se trouve egalement la touche FI, qui 
enfoncee, ameliore le rapport signal bruit lors 
d'une reception stereophonique faible. 



3.1 .1 0. Netztransformator-Einheit 

Schaltbild A2 1.066.192 

Qber den Netzschalter "POWER" wird die Pri- 
marseite des Transformators an die Netzspan- 
nung gelegt. Der Spannungswahler ist auf die 
richtige Nennspannung einzustellen (110, 130, 
150, 220, 240, 250 V). Sekundarseitig stehen 
folgende unstabilisierte Spannungen zur Verfu- 
gung: 135 V, 34 V, 16 V, 16 V, 9 V. 



3.1.10. Mains transformer assembly 

Circuit diagram A2 1 .066.192 

Electric current to the primary winding of the 
mains transformer is switched by means of the 
double-pole push button switch POWER. The 
voltage selector must be set to the correspond- 
ing nominal voltage of the electrical current 
supply under which the apparatus is to be 
operated (1 10, 130, 150, 220, 240, 250 V). The 
following raw AC voltages are available from the 
transformers secondary windings; 135 V, 34 V, 
16 V, 16 V, 9 V. 



3.1.10. Transformateur d'alimentation 

Schema A2 1.066.192 

Le primaire du transformateur d'alimentation 
est alimente au travers du commutateur secteur 
"POWER". La position du selecteur de tension 
doit correspondre a la tension du reseau (110, 
130, 150, 220, 250 V). Le secondaire delivre les 
tensions alternatives suivantes; 135 V, 34 V, 
2x16 Vet 9 V. 



3.1.11. Netiteil 

Schaltbild A3 1.066.191 

Der Netzteil liefert funf elektronisch stabilisierte 
sowie drei unstabilisierte Gleichspannungen. 



3.1.11. Power supply 

Circuit diagram A3 1.066.191 

The power supply delivers five electronically 
regulated and three unregulated DC voltages. 



3.1.11. Alimentation 

Schema A3 1.066.191 

L'alimentation delivre cinq tensions stabilisees 
et trois tensions non stabilisees. 



stabilisiert: 
+ 5.0 V 
- 5.2 V 
± 12 V 

-^32 V 



fur die TTL- und ECL-Logik-IC 

hauptsachlich fur die Versorgung 
der integrierten NF-Verstarker 
als Abstimmspannung 



unstahilisiert: 

±20V fur die Druckleuchttasten und die 
I nstrumentenbeleuchtungen 
+ 185V fur die Ziffernanzeigerohren der 
Digital-Anzeige 



Regulated: 

^ y, for all TTL- and ECL-logic-ICs 

— 5.2 V 

± 1 2 V mainly for supplying the integrated 
audio amplifiers 

-H 32 V tuning voltage 

Unregulated: 

± 20 V for illumination of push buttons 
and meter illumination 

+ 185 V for supply to the digital read out 
tubes 



Stabilisees: 

+ 5.0 V 

_ pour la logique IC TTL et ECL 

± 12 V specialement pour l'alimentation 
des circuits integres de I'amplifica- 
teur BF 

+ 32 V comme tension d'accord 

Non stabilisees: 

± 20 V pour les touches lumineuses et 
I'eclairement des instruments 

-1-1 85 V pour l'alimentation des lampes a 
affichage digital 
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az NF-Teil 

Der NF-Teil ist auf folgenden drei Druckschal- 
tungsplatinen aufgebaut, 

Eingangsverstarker 

Schaltbild A21 1.066.163 

Mit Eingangs- und Ausgangsbuchsen (CINCH 
und DIN), Pegelregler, Trennstufen, Phonover- 
starker und der Printschalter des Eingangswahl- 
schalters. 

Tastenplatine 

Schaltbild A22 1.066.172 

Mit Drucktasten fur NF-Teil, Verstarkerelektro- 
nik, Kopfhorerendstufe. 

Schalterplatine 

Schaltbild A23 1.066.171 

Mit Flachbahnregler "VOLUME” und "BA- 
LANCE", Print-Drehschalter (MODE, BASS, 
PRESENCE, TREBLE). 



Die beiden Kanale sind symmetrisch angeordnet 
und deshalb ist die nachfolgende Funktionser- 
klarung nur auf einen Kanal bezogen (siehe auch 
NF-Blockschaltbild). 

Ober die Eingange "AUX", "TAPE 1" und 
"TAPE 2" sowie die zugeordneten 0 dB-Trenn- 
stufen gelangt das NF-Signal auf den Eingangs- 
wahlschalter. Ebenfalls an diesen Schalter wird 
das NF-Signal aus dem FM-Teil gefuhrt. Die Si- 
gnale von den Eingangen "PHONO 1" und 
"PHONO 2" gelangen liber die zweite Schalter- 
ebene des Eingangswahlschalters in den folgen- 
den Phono-Verstarker und warden hier nach 
RIAA-Norm entzerrt. Die Grundverstarkung ist 
einstellbar zwischen 24. ..36dB. Der Ausgang 
dieses Verstarkers fuhrt auf die erste Schalter- 
ebene des Eingangswahlschalters. 

Nach denn Schalterabgriff wird das Signal in 
einenn 6 dB-Verstarker verarbeitet. Das ver- 
starkte Signal liegt nun an den TAPE-Aus- 
gangen. Gleichzeitig fuhrt ein zweiter Signalpfad 
uber die seriegeschalteten Hinterband-Tasten 
"TAPE 1" und "TAPE 2" zum Betriebsarten- 
schalter "MODE". Bei Tape-Monitor Betrieb 
wird der Eingangswahlschalter "INPUT SELEC- 
TOR" umgangen und das NF-Signal gelangt 
direkt von der Tape 1 — bzw. Tape 2 — Trenn- 
stufe uber die entsprechende Hinterbandtaste 



3.2. Audio section 

The Audio Section consists of the following 
printed circuit boards: 

input amplifier 

Circuit diagram A21 1.066.163 

This board carries all input- and output connec- 
tors (phono and DIN sockets), volume controls, 
isolating amplifiers, phono amplifiers and the 
printed circuit switch of the input selector. 

Push button board 

Circuit diagram A22 1.066.172 

Carries the push buttons of the audio section, 
various amplifying stages and the headphone 
amplifier. 

Switch board 

Circuit diagram A23 1.066.171 

Located on this board are the slide controls 
"VOLUME", "BALANCE" and the rotary 
switches MODE, BASS, PRESENCE and 
TREBLE. 

Both channels are symmetrically arranged, 
therefore, the following circuit description is 
with reference to one channel only (see also 
audio block diagram). 

From the inputs "AUX", "TAPE 1" and 
"TAPE 2" and their respective isolating ampli- 
fiers the signal arrives at the input selector. The 
audio output from the FM-tuner is wired to that 
switch as well. A second section of the input 
selector is provided to select one of the Inputs 
"PHONO 1" or "PHONO 2". From there the 
signal passes through the phono amplifier whose 
transfer characteristic conforms to the RIAA 
standard. The amplification factor is variable 
from 24 ... 36 dB. The output of that amplifier 
is then wired to the first section of the input 
selector. 

From the rotary contact of the input selector 
the signal line Y— I N reaches the input of a 6 dB 
booster stage. The output of that stage feeds the 
TAPE outputs Y1— OUT. A second, parallel 
connected signal path leads to the series con- 
nected monitor buttons "TAPE 1" and "TA- 
PE 2", and from there to the stereo/mono 
"MODE" selector. When listening via the tape 
monitoring inputs, the signal bypasses the "IN- 
PUT SELECTOR" and arrives directly from the 
respective isolating stages (01, 02) via the signal 



3.2. Partie BF 

La partie BF est constitute par les trois circuits 
imprimes suivant: 

Amplificateur d'entree 

Schema A21 1.066.163 

Avec les prises d'entree et de sortie (CINCH et 
DIN 5 poles), le reglage de niveau, etages separa- 
teurs, amplificateur phono et le selecteur d'en- 
tree. 

Plaquette des touches 

Schema A22 1.066.172 

Avec les touches pour la partie BF, I'electro- 
nique de I'amplificateur et I'etage final pour 
casque. 

Plaquette des commutateurs 

Schema A23 1.066.171 

Avec les potentiometres a glissiaire VOLUME et 
BALANCE, ainsi que les commutateurs MODE, 
BASS, PRESENCE et TREBLE. 



Les deux canaux etant parfaitement symetri- 
ques, I'explication de fonction d'un seui circuit 
est valable pour I'un comme pour I'autre (voir 
egalement le schema-bloc BF). 

Le signal BF arrive au selecteur d'entree par les 
entrees "AUX", "TAPE1" et "TAPE 2" et 
leurs etages de separation de OdB. A ce selec- 
teur arrive egalement le signal BF provenant de 
la partie FM. Les signaux des entrees 
"PHONO 1" et "PHONO 2" parviennent aux 
amplificateurs phono par I'intermediaire de la 
deuxieme partie du selecteur pour etre corriges 
selon la norme RIAA. Leur amplification est 
reglable entre 24 et 36 dB. Les sorties de ces 
amplificateurs sont reliees a la premiere partie 
du selecteur d'entree. 

Apres ce selecteur, le signal passe par un amplifi- 
cateur de 6 dB. Le signal amplifie arrive ensuite 
aux sorties TAPE et en meme temps, est con- 
duit par I'intermediaire du commutateur du 
controle de I'enregistrement en cours "TAPE 1" 
et "TAPE 2", au selecteur du mode de repro- 
duction "MODE". Lorsque I'un de ces commu- 
tateur est en service, le signal par I'intermediaire 
d'un amplificateur separateur venant des entrees 
"TAPE 1", respectivement "TAPE 2", est ap- 
plique au selecteur du mode de reproduction 
par un second amplificateur de 6 dB, sans passer 
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und einen weiteren 6 dB-Verstarker zum Be- 
triebsartenschalter "MODE". Dabei bleibt an 
den Tape-Ausgangen das gewahite NF-Signal 
vorhanden. Mit dem Betriebsartenschalter wird 
die gewiinschte Betriebsart an den Lautstarke- 
regler "VOLUME" weitergeleitet. Das Loud- 
ness-Netzwerk (LOUDN NETW) ist am Laut- 
starkeregler angeschlossen und kann mit der 
Loudness-Taste aktiviert warden. Dieses Netz- 
werk bewirkt eine progressiv steigende Bass- und 
Hohenanhebung bei zuruckziehen des Laut- 
starkereglers. 

Mit dem Balance-Regler kann die Verstarkung 
im Bereich 9. . .21 dB verandert warden. Ein 
Kontakt des Fernsteuer-Relais (RR) greift das 
verstarkte Signal ab und fuhrt dieses zum Filter- 
Verstarker (FILTER AMPLIFIER). Mit dem 
Umschaltkontakt des Fernsteuer-Relais konnen 
der Lautstarke- und Balance-Regler sowie die 
Loudness-Taste am Gerat oder an der Fern- 
steuerung zur Bedienung vorbereitet warden. 
Mit den Tasten "LOW" und "FlIGH" wird das 
Tiefen- bzw. Flohen-Filter eingeschaltet. Damit 
tritt eine Absenkung der tiefen resp. hohen Fre- 
quenzen ein. 

In den nachsten beiden Verstarkern erfolgen die 
Klangkorrekturen. Die Anhebung und Ab- 
senkung am Stufenschalter sind in 2dB-Schrit- 
ten pro Stufe geeicht. Am ersten Verstarker 
wirken die Tiefen- und Flohen-Klangregler 
(BASS, TREBLE), am zweiten Verstarker der 
Prasenz-Klangregler (PRESENCE). Nach dem 
Prasenz-Verstarker kommt das Signal uber die 
Drucktasten "OUT 1" und "OUT 2" zum An- 
schluss fur den Endverstarker. Die Steuerspan- 
nung zur Netzeinschaltung der Endstufen wird 
uber den Netzschalter und die Drucktasten 
"OUT 1", "OUT 2" an den Endverstarker-An- 
schluss geschaltet. 

Das NF-Signal vom Prasenz-Verstarker wird 
gleichzeitig direkt - Oder iiber das Binaural- 
Netzwerk - auf den Kopfhorerverstarker ge- 
fuhrt. Das Binaural-Netzwerk kann durch die 
Drucktaste "BINAURAL" eingeschaltet warden 
und ermoglicht die stereogerechte Kopfhorer- 
Wiedergabe. 



lines Y-MON 1/2 at the tape monitor buttons. 
A 6 dB booster amplifier follows, the output of 
which connects to the stereo/mono "MODE" 
selector via Y-MODE. The selected input signal 
remains available at the "TAPE OUTPUTS" 
during monitoring. From the "MODE" selector 
the signal reaches the "VOLUME" control 
which is followed by the LOUDNess NETwork. 
That network can be activated by means of the 
push button "LOUDN" to effect a progressively 
increasing bass and treble boost when lowering 
the setting of the volume control. 

The "BALANCE" control permits to vary the 
gain of its associated amplifier over a range from 
9 ... 21 dB. From the output of the balance 
amplifier, the signal reaches contact K1 (RR) of 
the remote control relay and arrives then at the 
input of the "FILTER AMPLIFIER". With the 
changeover contact K1 the control of volume, 
balance and loudness gets switched from the 
A720 proper to the remote control device. 

The push button switches "LOW" and "HIGFI" 
activate the high- and low-^ass filters respec- 
tively. The two amplifiers which follow are used 
for active tone control. Boost and attenuation 
can be controlled in accurate 2 dB steps. The 
bass and treble networks are wired around the 
first amplifier, whereas the second amplifier is 
used for PRESENCE equalization. From the 
presence amplifier the signal reaches the push 
buttons OUT 1 and OUT 2 from where it is 
wired to the output connectors. The control 
voltage for remote mains switching in the 
REVOX A722 power amplifier is wired from 
the power switch (S8) to the push buttons 
OUT 1 and OUT 2 and from there to the five 
pole DIN-sockets. 

The audio signal branches off from the output 
of the presence amplifier either directly or 
through the binaural network. That network 
may be brought into circuit by the push button 
BINAURAL to create a true stereophonic effect 
when listening to a stereo reprocuction with 
headphones. 



par le selecteur d'entree. Dependant le signal BF 
deja choisi reste en permanence aux sorties 
TAPE. Le circuit suivant (LOUDN NETW), qui 
releve les sons graves et aigus lors d'une diminu- 
tion du volume, et reliee directement au poten- 
tiometre "VOLUME". La "BALANCE" permet 
une variation de I'amplification entre 9 et 
21 dB. Le contact repos du relais de telecom- 
mande (RR) amene le signal amplifie a I'amplifi- 
cateur des filtres (FILTER AMPLIFIER). La 
position travail de ce relais permet le controle 
du volume, de la balance et du filtre "loudness" 
par la telecommande. Les touches "LOW" et 
"FIIGFI" permettent I'enclenchement des filtres 
d'attenuation des registres aigu et grave. Les 
corrections de tonal ite s'effectuent dans les 
deux amplificateurs suivants. L'accentuation et 
I'attenuation se font au moyen de commuta- 
teurs a plots, par bonds de 2dB. Le premier 
amplificateur active les correcteurs grave et aigu 
(BASS ET TREBLE), le second celui de pre- 
sence (PRESENCE). Apres cet amplificateur, le 
signal arrive aux connexions de I'amplificateur 
final en passant par les touches "OUT 1" et 
"OUT 2", qui commande egalement la mise 
sous tension des etages finaux. 

Le signal BF issu de I'amplificateur de presence 
est egalement applique a I'amplificateur casque, 
directement, ou par le circuit binaural. 
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Dampfung 

Attenuation 

15 kHz 

Amortissement > ig ^hz 



max. 0,2 dB 
> 45 dB 



Eingang 

Input 

Entree 



4,7 k 55,3 mH 34,4 mH 37,7 mH 



+ 



-© 



Ausgang 

Output 

Sortie 



Mess-Sender 
RF-Generator 
G§nerateur etalonne 




Tuner 60 SI 



Fig. 4.2. - 1 



4. Abgleichanleitung 

4.1. Messgerate 

Fur den fachgerechten Abgleich sind folgende 
(oder gleichwertige) Messgerate erforderlich: 



Stereo-Mess-Sender, Typ SMSF BN 41410/50 
(Rohde und Schwarz) 87 bis 108 MFIz und 10,2 
bis 11,2 MHz. 

Stereo-Modulator, MSC BN 4192/2 (Rohde und 
Schwarz) oder ahniicher. 

N F-Generator, Klirrarm (k < 0.005 %) 

Digital-Zahler (fur 38 kHz und 11 MHz) HEB 
Digitaltechnik 302 B 

Oszilloskop (intern und extern triggerbar) mit 
Probe 1 0 fach. 

DC— Transistor- (oder Rohren-) Voltmeter 
(VTVM) mit HF-Tastkopf. Eingangswiderstand 
des Voltmeters: 10 MOhm. 

Un/versal-Messinstrument fur Messung der Spei- 
sespannungen 

Klirrfaktor-Messgerat ( oder NF-Mil livoltmeter 
mit geeigneten Filtern) 



4. Alignment instructions 

4.1. Test equipment 

To ensure technically correct alignment of the 
model A720 Tuner Preamplifier the following 
test equipment (or equivalent models) is re- 
quired: 

Stereo RF-generator type SMSF BN 41410/50 
(Rohde and Schwarz) range 87 to 108 MHz and 
10.2 to 11.2 MHz. 

Stereo Modulator MSC BN 4192/2 (Rohde and 
Schwarz) or equivalent rype 

Audio Generator, low distortion type (THD less 
than 0.005 %) 

Digital Counter (for 38 kHz and 11 MHz) HEB 
Digitaltechnik 302 B 

Oscilloscope (with internal and external trig- 
gering) including RF-probe 10:1 

AC/DC- Electronic or Vacuum Tube Volt Meter 
(VTVM) including RF-probe. Input impedance 
of the voltmeter: 10 megohms 

Multimeter to measure the supply voltages 

Distortion Meter (or audio millivoltmeter with 
suitable filters) 



Fig. 4.2. - 2 



4. Instructions de reglage 

4.1 . Appareils de mesure: 

Pour le reglage, les appareils suivants (ou equi- 
valents) sont necessaires: 



Generateur etalonne stereo, type SMSF BN 
41410/50 (Rohde et Schwarz) 87 a 108 MHz et 
10,2 a 11,2 MHz. 

Modulateur stereo, MSC BN 4192/2 (Rohde et 
Schwarz). 

Generateur BF, faible distorsion (k< 0,005 %). 

Compteur digital, HEB Technique digitale (pour 
38 kHzet 11 MHz). 

Oscilloscope, (trigger interne et externe) avec 
sonde 1:10. 

Voltmetre electronique — DC, (V. a L.) a lam- 
pes ou transistors, avec sonde HF. Resistance 
d'entree : 1 0 Mohms. 

Instrument de mesure universel, pour la mesure 
des tensions d'alimentation. 

Distorsiometre, (ou millivoltmetre BF muni de 
filtres). 



4.2. Zusatzliche Werkzeuge und Filter 

1 Koax - Kabel (HF), BNC - BNC 
1 Koax - Kabel (ZF), BNC — Flachsteckerhiil- 
sen 0,8 

1 Satz Abstimm-Besteck 
1 Tiefpass- Filter 15 kHz (Fig. 4.2. - 1) 

Hinweise 

Die Signalspannung des Mess-Senders ist in EMK 
(Leerlaufspannung) angegeben. Bei einem 
Innenwiderstand des Mess-Senders von 60 Ohm, 
resultiert am Eingangs-Widerstand des Tuners 
(60 Ohm-Eingang) ein Eingangssignal von der- 
Halfte der eingestellten EMK (siehe Fig. 

4.2. -2). 



4.2. Additional tools and filters 

1 coaxial cable (RF), BNC-BNC 
1 coaxial cable ( IF ), BNC to push-on terminal 
0.8 

1 set of tuning tools 

1 1 5 kHz low-pass filter (figure 4.2. - 1 ) 

Note: 

The RF-signal voltages specified for each align- 
ment steps are to be understood as an open cir- 
cuit voltage (o.c.v.). If the internal impedance 
of the RF-generator equals 75 ohms, a voltage 
of exactly one half of the generator's open cir- 
cuit voltage will result across the 75 ohms input 
of the tuner (see figure 4.2. — 2). 



4.2. Filtre et outillage special 

1 cable coaxial (HF), BNC — BNC 
1 cable coaxial (FI ), BNC — fiche a douilles 
plates 0,8 

1 jeux de tournevis de reglage 
1 filtre passe-bas de 1 5 kHz (fig. 4.2. - 1 ). 

Indications: 

La tension du signal de sortie du generateur eta- 
lonne est donnee en f.e.m. (force electro- 
motrice). Par la resistance interne de 60 ohms 
du generateur et la resistance d'entree de 
60 ohms du tuner, il resulte a I'entree de celui-ci 
un signal dont la f.e.m. est egale a la moitie de la 
valeur indiquee au generateur (fig. 4.2. — 2). 
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+ 32V -12V +12V 




Bei Mess-Sendern, deren Signalspannungen fur When working with R F-generators whose out- La frequence de mesure principale est de 

den Nenn-Abschluss-Widerstand geeichtsind, ist put calibration is already taking into account 97 MHz. S'assurer avant de commencer les reg- 

der halbe Wert der angegebenen EMK einzustel- the nominal load impedance of the equipment lages, que cette frequence soit exempte d'emis- 

lePi_ under test, the generator's output has to be set sion ou d'interference. (Ne raccorder le genera- 

to one half of the specified open circuit voltage. teur que declenche.) Si cette frequence de 

97 MHz n'est pas libre, decaler legerement I'ac- 

Die vorherrschende Mess-Frequenz von 97 MHz The predominantly used test frequency of cord, 

gilt als Richtwert. Vor dem Abgleich ist zu 97 MHz is to be taken as an approximate value 

prufen, ob diese Frequenz frei von Sendereinfall only. Prior to starting any alignment procedures 

Oder I nterferenzen ist. (Bei angeschlossenem, je- one should make sure that this frequency does 

doch abgeschaltenem Mess-Sender). Ist diese not produce an interference with a neighbouring 

Frequenz 97 MHz nicht frei, so ist die Einstel- FM transmitter. (To check this, have the test 

lung leicht zu verandern. generator connected to the tuner but with the 

RF-signal turned off). If an FM broadcast’ can 
still be received, the test frequency should be 



altered slightly. 



AHe Messungen erfolgen gegen Masse AH measurements are taken with reference to Toutes les mesures sont referees en masse. 

chassis. 

Bevor mit dem Abgleich begonnen wird, mussen Before starting any alignment procedures, check Avant de commencer les reglages, H est indispen- 

die Speisespannungen unbedingt kontroHiert all supply voltages and, if necessary, adjust them sable de verifier toutes les tensions d alimenta- 

und ndtigenfalls einjustiert werden. to their nominal values. tioo et de les corriger si necessaire. 

Mit den Abgleicharbeiten erst beginnen, wenn Allow a sufficient warm-up period for the test S'assurer egalement de la stability thermique du 

der Mess-Sender die stabile Messfrequenz er- equipment to ensure stable frequency condi- generateur 4talonne (thermodrift), 

reicht hat (Thermodriftj. tions (thermal drift) before commencing any 

alignment. 



4.3. Kontrolle der Speisespannungen 4.3. Checking of supply voltages 4.3. Verification des tensions d'alimentation 

Gerat einschalten (nur Netztaste gedriickt). Electric current supply switched on (Push but- Appareil mclenche; seul I'interrupteur secteur 
Stromaufnahme bei 220 V; 0,2A. Netzspannung ton depressed). Current consumption on POWER enfonce. Consommation de cou- 
mit Regeltrafo genau auf Nennspannung einstel- 220 V; 0.2 A. Use variable voltage transformer rant en 220 V ; 0,2 A. A I'aide d'un transforma- 

len. Spannungsmessungen an der Verteilerpla- if supply voltage deviates from nominal. Check teur variable, ajuster la tension secteur a la ten- 

tine (Fig. 4.3. - 1 ). voltages on distribution board (4.3. - 1 ) sion nominale. Mesure des tensions au niveau du 

circuit de distribution (fig. 4.3. — 1). 
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4.4. Frequenzanzeige 



4.4. Frequency indication 



4.4. Indicateur de frequence 



Alle Spindelschalter (27) / @ (ME- 
MORY TUNING) ganz vor- und zuruckdrehen — 
gleichzeitig die digitale Frequenzanzeige kon- 
trollieren. 

Die Ziffernanzeige erfoigt dabei getrennt in 
1 MHz- und 50 kHz-Schritten. 

Drehung in Uhrzeigerrichtung (180° /Schritt): 
Die MHz-Anzeige steigt schrittweise von 
87 bis 107 MHz. 

Die kHz-Anzeige steigt schrittweise von 

...,00; ...,05; ...JO 95; 

. . ., 00 . 

Bei Drehung in Gegenuhrzeiger-Rich- 
tung erfoigt die Frequenzanzeige im um- 
gekehrten Sinne. 

Bin automatischer Obertragsvorgang von 
kHz auf MHz entfallt. 



— Handabstimmknopf (MANUAL TU- 
NING) uber den ganzen Bereich im Uhrzeiger- 
sinn durchdrehen und ebenfalls die digitale Fre- 
quenzanzeige kontrollieren. 

Die Ziffernanzeige muss in 50 kHz— Schritten 
(0.05 MHz) ansteigen. Beim Gbertrag von 
. . .,95 auf . . .,00 springt die MHz-Anzeige auf 
den nachsthoheren Wert. Nach Oberfahren der 
obersten Abstimmfrequenz von 107.95 MHz 
schaltet die Anzeige automatisch auf den An- 
fang des Frequenzbereiches (87.00 MHz). 



Frequenzen einstellen: 



— Rotate all shaft switches (2^ / for 
MEMORY TUNING in clockwise and counter- 
clockwise direction and observe the digital fre- 
quency display. 

The frequency read out changes separately in 
1 MHz steps and in 50 kHz steps. 

Rotate the switches in clockwise direction 
(180°per step): 

The MHz indication changes in steps of 
one from a 87 MHz to a 107 MHz dis- 
play. 

The kHz indication changes from .00 to 
.05 to .10 and so on until .95 and from 
there to .00 again. 

When rotating the switches in counter- 
clockwise direction, the displayed num- 
bers will change in the opposite manner. 
There is no automatic change-over from 
kHz to MHz indication. 



— Check correct operation of the digital 
frequency display by rotating the MANUAL 
TUNING knob(^in clockwise direction. 

The displayed numbers must change in 50 kHz 
steps (0.05 MHz) in a rising manner. When 
changing from .95 to .00 the MHz display will 
change to the next higher number. If tuning is 
continued beyond the highest possible fre- 
quency of 107.95 MHz, the display will auto- 
matically switch back to the beginning of the 
tuning range (87.00 MHz). 

— Tune to the following frequencies: 



— Tourner a fond dans les deux sens, tous 
les commutateurs rotatifs MEMORY TUNING 
en verifiant sumultanement I'indica- 
teur de frequence. L'avance des ch iff res se fait 
separement par pas de 1 MHz et de 50 kHz (1 
pas = 180°). 

En tournant dans le sens des aiguilles d'une 
montre: 

L' indicateur des MHz avance par pas, de 
87 a 107 MHz. 

L' Indicateur des kHz avance par pas, de 
...,00;...,05;...,10;...,95;...,00. 

En tournant dans le sens contraire des 
aiguilles d'une montre, I'operation est 
naturellement inverse. 

Le passage des kHz au MHz ne se fait 
pas automatiquement pour le preselec- 
teur de station. 



— Tourner dans le sens des aiguilles d'une 
montre le selecteur d 'accord manual MANUAL 
TUNING (^ en verifiant simultanement I'indi- 
cateur de frequence. 

L'avance des ch iff res se fait par pas de 50 kHz 
(0,05 MHz). Le passage des kHz au MHz se fait 
automatiquement. Au passage de . . .,95 a 
. . .,00, le tube indicateur des MHz suivant 
avance d'une valeur superieure. Si Ton continue 
de tourner dans le meme sens le selecteur d 'ac- 
cord manual lorsque la valeur la plus e levee est 
attain te (107,95 MHz), I' indicateur revient auto- 
matiquement en debut de gam me (87,00 MHz). 

— Preselectionner les frequences suivantes: 
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4.5. Abgleich ZF-Filter, ZF-Verstarker und 
Anzeige-Diskriminator 

Achtung: 

Samtiiche Abgleichkerne werden auf das obere 
Maximum eingestellt (Fig. 4.5. — 1) 



Messgerate: 

— Mess-Sender; Frequenz 11 MFIz ± 1 khlz 
EMK20 mV 

Modulation ausgeschaltet 

— Digital-Zahler: Frequenz am Mess-Sen- 
der einstellen. 

— Digital-Zahleranschluss entfernen. 

EMK am Mess-Sender auf 0.6 mV ein- 
stellen. 

— VTVM mit HF-Tastkopf an Eingangvon 
ICS (CA3053) an 220 Ohm Widerstand an- 
schliessen (Fig. 4.5. — 2). Messbereich 1 VDC. 



4.5.1. Gerat einschalten, nur Netztaste 
betatigen (POWER). 

4.5.2. Am Eingang Mischer von FIF-Eingangs- 
teil Koaxial-Kabel Ibsen und ZF-Kabel vom 
Mess-Sender aufstecken (Fig. 4.5. — 2) 

4.5.3. Die Kreise 1 und 2 (blau) auf dem 
ZF-Verstarker sowie die Achtkreisfilter auf dem 
HF-Eingangsteil auf Maximum-Anzeige am 
VTVM abgleichen. 

Der Abgleichvorgang an den Achtkreisfiltern ist 
so lange zu wiederholen, bis keine Verbesserung 
mehr erreichbar ist. Spannungsanzeige am In- 
strument; Richtwert ca. 0,5 V. 

4.5.4. VTVM mit FIF-Tastkopf an Eingangvon 
1C 4 (220 Ohm) anschliessen. Kreis 3 (blau) auf 
Maximum-Anzeige (ca. 0,8 V) abgleichen (Fig. 

4.5. -3). 

4.5.5. VTVM an Eingang von 1C 5 (220 Ohm) 
anschliessen. Kreis 4 (blau) auf Maximum-An- 
zeige (ca. 0,9 V) abgleichen. 



4.5. Alignment of I F-fi Iters, I F-amplif ier and 
center-tuning discriminator. 

Important: 

All tuning slugs must be so positioned that the 
tuning maximum occurs when they are in their 
upper position (see figure 4.5. — 1 ). 

Test equipment: 

— RF-generator; frequency 11 MFIz 
± 1 kFIz, open circuit voltage (o.c.v.) 20 mV, 

no modulation 

— Digital counter; connect RF-generator 
for adjustment to specified frequency. 

— Disconnect digital counter. 

— Adjust o.c.v. of RF-generator to 0.6 mV 

— Connect VTVM with RF-probe to the 
220 ohm resistor on the input of 
1C 3 CA 3053. (figure 4.5. - 2). Select 1 V DC 
range. 



4.5.1. Switch on the tuner's electric current 
supply by pressing the push button POWER(^ 

4.5.2. Remove coaxial cable from the input to 
mixer stage and connect IF-signal from the test 
generator as shown in figure 4.5. — 2. 

4.5.3. Adjust the slugs in coils 1 and 2 (blue) 
of the I F-amplifier, as well as those in all 8 
passive filters to obtain a maximum deflection 
on the VTVM. Repeat these adjustments on all 
8 filters until no further improvement is no- 
ticeable. A reading of approximately 0.5 V 
should be obtained. 



4.5.4. Connect VTVM with RF-probe to the 
input of 1C 4 (220 ohms). Adjust slug in coil 3 
(blue) to obtain a maximum reading of approxi- 
mately 0.8 V (figure 4.5. — 3). 

4.5.5. Connect VTVM to the input of 1C 5 
(220 ohms). Adjust slug in coil 4 (blue) to ob- 
tain a maximum reading of approximately 
0.9 V. 



4.5. Reglage des f litres FI, des amplificateurs 
FI et du discriminateur 

Important: 

Tous les noyaux de reglage doivent se trouver 
dans la position elevee maximum du bobinage 
(fig. 4.5. — 1 ). 

Appareils de mesure: 

— Generateur etalonne; 1 1 MHz ± 1 kHz. 
F.e.m. 20 mV. 

Sans modulation. • 

— Compteur digital; verifier la frequence 
du generateur. 

— Eloigner la sonde du compteur digital. 

— Ajuster la f.e.m. du generateur a 
0,6 mV. 

— Connecter la sonde HF du V.a L. a Ten- 
tree de 1C 3 (CA 3053) sur la resistance R 7 de 
220 ohms (fig. 4.5. — 2). Echelle de mesure; 
1 VDC. 



4.5.1. Appareil enclenche; seui Tinterrupteur 
secteur POWER enfonce. 

4.5.2. Apres avoir ote le cable coaxial, connec- 
ter le cable FI du generateur a Tentree du circuit 
melangeur de Tetage haute-frequence (fig. 

4.5. -2). 

4.5.3. Accorder au maximum de deviation du 
V.a L. les circuits 1 et 2 (bleu) de Tamplifica- 
teur FI ainsi que les 8 circuits filtre de Tetage 
haute-frequence. Repeter le reglage des 8filtres 
jusqu'a ce qu'aucune amelioration ne soit en- 
core possible. La tension qui doit etre luea Tin- 
strument de mesure est d'environ 0,5 V. 



4.5.4. Connecter la sonde HF du V.a L. a Ten- 
tree de 1C 4 (220 ohms). Accorder le circuit 3 
(bleu) au maximum de deviation de Tinstru- 
ment; environ 0,8 V (fig. 4.5. — 3). 

4.5.5. Connecter le V.a L. a Tentree de 1C 5 
(220 ohms). Accorder le circuit 4 (bleu) au 
maximum (environ 0,9 V). 



4.5.5 





4.5.6. VTVM mit HF-Tastkopf an Eingangvon 
1C 6 (270 Ohm) anschliessen. Kreis 5 (grun) auf 
Maximum-Anzeige (ca. 0,9 V) abgleichen. 



4.5.7. Sekundar-Kern des Anzeige-Diskrimina- 
tor-Filters (FT 1) auf ZF-Verstarker halb he- 
rausschrauben. VTVM mit 1 MOhm Vorwider- 
stand (ohne FIF-Tastkopf), an 33 kOhm-Wider- 
stand anschliessen (Messbereich 10 VDC). 



4.5.8. Primarkreis des Diskriminator-Filters 
(FT 1) auf Maximum-Anzeige am VTVM ab- 
gleichen (ca. —5. . . —6 V). 

4.5.9. VTVM entfernen. Sekundarkreis des 
Diskriminator-Filters abgleichen bis das "TU- 
NING" — Instrument genau auf Null (Mitte) 
steht. Beim Eindrehen des Sekundarkerns muss 
das "TUNING" — Instrument gegen Minus aus- 
schlagen. 

Das ZF-Kabel vom Mess-Sender am Eingang des 
Mischers entfernen und das Koaxial-Kabel vom 
Oszillator wieder aufstecken. 



4.5.6. Connect VTVM with RF-probe to the 
input of 1C 6 (270 ohms). Adjust slug in coil 5 
(green) to obtain a maximum reading of appro- 
ximately 0.9 V. 

4.5.7. Turn the slug in the secondary winding 
of the center tuning discriminator (FT 1 on the 
IF-amplifier board) halfway up. Connect VTVM 
via a 1 Mohm resistor (no RF-probe) to the 
33 kohm resistor. Select meter range for 10 V 
DC. 

4.5.8. Adjust primary section of the tuning 
discriminator (FT 1) to obtain a maximum in- 
dication on the VTVM of approximately 
-5. . . -6 V. 

4.5.9. Disconnect VTVM. Adjust slug of secon- 
dary winding until obtaining an exact center (0) 
reading on the TUNING meter. By turning the 
secondary slug inwards, the meter TUNING 
must deflect towards the minus side. 

Remove the I F feed from the input to the mixer 
stage and reconnect the coaxial cable from the 
local oscillator. 



4.5.6. Connecter le V.a L. a I'entree de 1C 6 
(270 ohms). Accorder le circuit 5 (vert) au 
maximum (environ 0,9 V). 

4.5.7. Devisser en le sortant de moitie, le deux- 
ieme noyau du circuit discriminateur (FT 1) de 
I'amplificateur FI. Connecter avec une resi- 
stance de 1 1 Mohms en serie, le V.a L. (sans la 
sonde HF) a la resistance R 67 de 33 kohms. 
Echelle de mesure; —10 VDC. 

4.5.8. Accorder le circuit primaire du discrimi- 
nateur (FT 1) au maximum de deviation du V.a 
L. (environ —5. . . — 6 V). 

4.5.9. Deconnecter le V.a L. Accorder le cir- 
cuit secondaire du discriminateur, jusqu'a ce 
que I'aiguille de I'instrument "TUNING" 14 
soit parfaitement au milieu "0". Au moment ou 
Ton tourne le noyau, I'aiguille de I'instrument 
devie d'abord vers la gauche (— ). 

Enlever le cable du generateur et rebrancher le 
cable coaxial Venant de I'oscillateur. 



4.6. Abgleich des Lokal-Oszillators und 
Synthesizers 

Messgerat: 

— VTVM an den Messpunkt TP (Fig. 

4.6. — 1) auf dem Oszillator anschliessen (ohne 
1 MOhm-Widerstand). Messbereich 30 VDC. 

4.6.1. Gerat einschalten, Netztaste betati- 
gen (POWER). 

4.6.2. Stationstaste 1 drucken (87.00 MHz). 
Mit Spulenkern L2 eine Nachstimm-Spannung 
von 4 V ± 0,2 V einstellen (Fig. 4.6. — 1 ). 
Wahrend dem Abgleichvorgang muss ein prov. 
Abschirmblech (Eisen) fiber dem Oszillator- 
Kreis angebracht warden. 

4.6.3. Stationstaste 5 drucken (107.95 MHz). 
Mit Trimmer C 8 eine Nachstimm-Spannung von 
20 ± 0,5 V einstellen (Abschirmblech)! 



4.6. Alignment of local oscillator and synthe- 
sizer 

Test equipment: 

— Connect VTVM (without 1 Mohm series 
resistor) to test point TP (figure 4.6.— 1) on 
the oscillator board to measure the varicap tu- 
ning voltages. Meter range: 30 V DC. 

4.6.1. Switch on electric current supply by 
pressing the push button POWER . 

4.6.2. Press station selector button 1 
(87.00 MHz). Adjust slug of L 2 to obtain a tu- 
ning voltage of 4 V ± 0.2 V (figure 4.6. — 1 ). 
When carrying out this alignment, some impro- 
vised screening (sheet metal) must be installed 
on top of the oscillator circuit. 

4.6.3. Press station selector 5 (107.95 MHz). 
Adjust trimmer capacitor C 8 to obtain a tuning 
voltage of 20 V ± 0.5 V. (Keep screening plate 
in place). 



4.6. Reglage de I'oscillateur local et du 
synthetiseur 

Appareils de mesure: 

— V.a L. connecte au point de mesure TP 
de I'oscillateur (fig. 4.6. — 1). Echelle de me- 
sure: 30 VDC. 



4.6.1 . Appareil enclenche; seui I'interrupteur 
secteur POWER enfonce. 

4.6.2. Enclencher la touche 1 du selecteur de 
station (87.00 MHz). Ajuster a 4V ± 0,2 V la 
tension d 'accord, a I'aide du noyau de bobine 
L 2 (fig. 4.6. — 1 ). Pendant le reglage, il est 
necessaire de recouvrir proviso! rement le circuit 
oscillateur d'une tole de blindage. 

4.6.3. Enfoncer la touche 5 du selecteur de 
station (107,95 MHz). Ajuster a 20 V ± 0,5 V la 
tension d 'accord a I'aide du trimmer C 8 (tole 
de blindage). 



4.6.3 








4.6.4. Den Abstimmvorgang wiederholen ge- 
mass Kap. 4.6.2. und 4.6.3. bis die Nachstimm- 
spannungen in den Toleranzbereichen liegen. 
Stationstaste 3 driicken (97.00 MHz). Die Nach- 
stimmspannung muss 9 V ±1.V anzeigen. An- 
schluss von TP entfernen. 



4.6.4. Repeat the alignment described in 4.6.2. 
and 4.6.3. until the specified tuning voltages fall 
within the allowable tolerances. 

Press station selector 3 (97.00 MHz). The tuning 
voltage must have a value of 9 V ± 1 V. Discon- 
nect VTVM from test point TP. 



4.6.5. VTVM mit 1 MOhm Vorwiderstand an 
weisse Litze (gegen Netzkabelkanal) auf dem 
Synthesizer anschliessen (Fig. 4.6. — 2). Mess- 
bereich 3 VDC. Mit dem Einstellregler R 28 auf 
dem Oszillator (Fig. 4.6. — 2) eine Spannung 
von 1.25 V ± 0.1 V einstellen (bei 97.00 MHz). 

4.6.6. Stationstaste 1 driicken (87.00 MHz). 
Die Spannung darf max. +0,1 V gegeniiber der 
Messung bei 97.00 MHz abweichen. 

4.6.7. Stationstaste 5 driicken (107.95 MHz). 
Die Spannung darf max. — 0,1 V gegeniiber der 
Messung bei 97.00 MHz abweichen. VTVM- 
Messkabel von weisser Litze entfernen. 



4.6.5. Connect VTVM via 1 Mohm series resis- 
tor to the white wire (near the mains cable 
channel) on the synthesizer as shown in figure 

4.6. — 3. Select meter range 3 V DC. Adjust 
trimpot R 28 on the oscillator board (figure 

4.6. - 2) to obtain a VTVM reading of 1.25 V 
±0.1 V (at 97.00 MHz). 

4.6.6. Press station pre-selector 1 (87.00 MHz). 
The voltage reading must not deviate by more 
than +0.1 V as compared with the value obtai- 
ned at 97.00 MHz. 

4.6.7. Press station pre-selector 5 
(107.95 MHz). The voltage reading must not 
deviate by more than —0.1 V as compared with 
the value obtained at 97.00 MHz. Remove 
VTVM connection from the white wire. 



4.6.8. VTVM mit HF-Tastkopf an weisse Litze 
(gegen Ruckwand) auf dem Synthesizer an- 
schliessen (Fig. 4.6. — 2). Messbereich 1 VDC. 
Die HF-Spannungen mussen bei den 3 folgenden 
Frequenzen im Bereich 0,3. . . 0,4 V liegen. 
Allenfalls kann mit dem Gbertrager L3 (Fig. 

4.6. — 2) die Symmetrie nachgeregelt werden. 

87.00 MHz (Stationstaste 1) 

97.00 MHz (Stationstaste 3) 

1 07.95 MHz (Stationstaste 5) 

4.6.9. VTVM mit HF-Tastkopf am Koaxial- 
Kabel zum Mischer (auf Oszillatorprint) an- 
schliessen (Fig. 4.6. — 2). Die HF-Spannungen 
mussen bei den 3 bereits in Kap. 4.6.8. erwahn- 
ten Frequenzen innerhalb 0,20 . . . 0,30 V lie- 
gen. Mit dem Gbertrager LI (Fig. 4.6. — 2) 
kann die Symmetrie nachgeregelt werden. 



4.6.8. Connect VTVM with RF-prbbe to the 
white wire (near the rear panel) on the synthe- 
sizer as shown in figure 4.6. — 2. 

Select meter range 1 V DC. 

At the following three tuned-in frequencies the 
measured RF-voltages must fall within the range 
from 0.3. . . 0.4 V. If necessary, the symmetry 
may be re-adjusted with L 3 (figure 4.6. — 2). 

87.00 MHz station pre-selector 1. 

97.00 MHz station pre-selector 3. 

107.95 MHz station pre-selector 5. 

4.6.9. Connect VTVM with RF-probe to the 
coaxial cable on the oscillator board (figure 

4.6. — 2). The RF-voltages at the three above 
mentioned frequencies (section 4.6.8.) must fall 
within a range from 0.2 .. . 0.3 V. If necessary, 
the symmetry may be re-adjusted with L 1 
(figure 4.6. — 2). 



4.6.1 0. Synchronisation kontrollieren durch 
Umtasten der Stationstasten (kurzzeitiges Auf- 
leuchten der MUTING-Lampe). Abschirmblech 
fiber Oszillator und Synthesizer montieren 
(6 Blechschrauben). 



4.6.10. Check synchronization of synthesizer by 
operating all station pre-selectors, noting that 
the muting lamp blinks briefly and remains off. 
Install screening plate above oscillator and 
synthesizer with six sheet metal screws. 



4.6.4. Repeter les reglages des chapitres 4.6.2. 
et 4.6.3., jusqu'a I'obtention, dans les tole- 
rances, de la tension d'accord. Enfoncer la 
touche 3 du selecteur de station(97.00 MHz). 
La tension d'accord doit etre de 9 V ± IV. 
Deconnecter le V.a L. du point de mesure TP. 

4.6.5. Connecter le V. a L. avec une resistance 
de 11 Mohms en serie, au point P 3, fil blanc, 
(contre le canal de distribution) du synthetiseur 
(fig. 4.6. — 2). Echelle de mesure: 3 VDC. 

Ajuster le potentiometre R 28 de I'oscillateur 
(fig. 4.6. — 2), pour obtenir une tension de 
1,25 V ±0,1 Vau V. a L. (a 97.00 MHz). 

4.6.6. Enfoncer la touche 1 du selecteur de 
station (107.95 MHz). La tension ne doit pas 
augmenter de plus de 0,1 V par rapport a la 
tension mesuree a 97.00 MHz. 

4.6.7. Enfoncer la touche 5 du selecteur de 
station (108.95 MHz). La tension ne doit pas 
augmenter de plus de 0,1 V par rapport a 

97.00 MHz. Deconnecter le V.a L. du point P 3, 
fil blanc. 

4.6.8. Connecter la sonde HF du V.a L. au 

point P 1 , fil blanc, (contre le fond) du syntheti- 
seur (fig. 4.6. - 2). Echelle de mesure: 1 VDC. 
La tension mesuree dans les 3 frequences sui- 
vantes, doit etre comprise entre 0,3. . . 0,4 V. 
Une correction de la symetrie peut etre obtenue 
en variant le couplage du translateur L 3 de 
I'oscillateur (fig. 4.6. — 2). 

87.00 MHz (Touche 1) 

97.00 MHz (Touche 3) 

107.95 MHz (Touche 5) 

4.6.9. Raccorder la sonde HF du V. a L. a la 
sortie pour I'etage melangeur de I'oscillateur: 
cable coaxial, P 1 (fig. 4.6. — 2). La tension HF 
mesuree dans les 3 frequences du chapitre 
4.6.8., doit etre comprise entre 0,2 . . . 0,3 V. 
Une correction de la symetrie peut etre obtenue 
en variant le couplage du translateur L 1 (fig. 

4.6. -2). 

4.6.10. Verifier la synchronisation en enfongant 
les differentes touches du selecteur de station 
(la lampe MUTING doit a chaque fois s'allumer 
un court instant). Remonter les blindages de 
I'oscillateur et du synthetiseur (6 vis a tole). 
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Compteur 



Fig. 4.7. - 1 



4.7. Abgleich HF-Kreise 

Messgerate: 

— Mess-Sender: 90 MHz resp. 106 MHz. 
EMK0,4mV 
Modulation ausgeschaltet. 

Koax-Kabel (HF) an BNC-Antennenein- 
gang anschliessen. 



Fig. 4.7. - 2 

4.7. Alignment of RF-circuits 

Test equipment: 

— RF-generator: 90 MHz and 106 MHz 
respectively, o.c.v. 0.4 V, 

no modulation. 

— Connect generator output with coaxial 
cable to BNC antenna socket . 



4.7. Reglage des circuits HF 

Appareils de mesure: 

— Generateur etalonne; 90 MHz, respect. 

106 MHz. 

F.e.m. 0,4 mV. 

Sans modulation. 

Raccorder le cable coaxial HF a la prise 
d'antenne BNC (52) . 



— VTVM mit HF-Tastkopf an 
220 Ohm-Widerstand am Eingang Kreis 3 (blau) 
auf ZF-Verstarker (Fig. 4.7. — 1). Messbereich: 
1 VDC. 



— Connect VTVM with RF-probe to the 
220 ohms resistor at the input of IF-amplifier 3 
(blue) as shown in figure 4.7. — 1. Select meter 
range 1 V DC. 



— Connecter la sonde HF du V.a L. a 
I'entree du circuit 3 (bleu), sur la resistance R 7 
de 220 ohms, de I'amplificateur FI (fig. 

4.7. - 1 ). Echelle de mesure: 1 VDC. 



4.7.1. Gerat einschalten, nur Netztasjte 
betatigen (POWER). Stationstaste 2 drucken 
(90.00 MHz). 



4.7.1. Switch on electric current supply by 
pressing the push button POWER (^. Press 
station selector 2 (90.00 MHz). 



4.7.1. Appareil enclenche; seui I'interrupteur 
secteur POWER (J) enfonce. Appuyer sur la 
touche 2 du selecteur de station (90.00 MHz). 



4.7.2. Mess Sender auf 90 MHz. (TUNING = 0) 
Alle 5 HF-Kreise auf HF-Eingangsteil (Fig. 
4.7. — 1) mit Spulenkernen auf Maximum- 
Anzeige am VTVM abgleichen (ca. 0,4 — 0,7 V). 



4.7.3. Stationstaste 4 drucken (106.00 MHz). 
Mess-Sender auf 106 MHz. (TUNING = 0) 

Alle 5 HF-Kreise auf HF-Eingangsteil mit Trim- 
mern auf Maximum-Anzeige am VTVM abglei- 
chen (ca. 0,4 — 0,7 V). 



4.7.4. Abgleichvorgang gemass Kap. 4.7.2. und 

4.7.3. ist so lange zu wiederholen, bis keine Ver- 
besserungen mehr erreichbar sind. 



4.8. Feinabgleich ZF- Filter 

Messgerate: 

— Mess-Sender: 97 MHz 
EMK0,2 mV 
Modulation ausgeschaltet 
Koax-Kabel (HF) an BNC-Antennenein- 
gang (5^ anschliessen. 

— Digital-Zahler mit KO-Probe (lOfach) 

an 270 Ohm-Widerstand am Eingang von ICO 

auf ZF-Verstarker anschliessen (Fig. 4.7. — 1). 

— VTVM mit HF-Tastkopf 



4.7.2. Adjust RF-generator frequency to 
90.00 MHz (TUNING meter = 0). 

Adjust slugs in all five coils on the RF front-end 
section to obtain a maximum deflection on the 
VTVM (approximately 0.4 ... 0.7 V). 

4.7.3. Press station selector 4 (106.00 MHz). 
Adjust RF-generator frequency to 106.00 MHz 
(TUNING meter = 0). 

Adjust trimmer capacitors in the five tuned cir- 
cuits of the RF front-end section to obtain a 
maximum deflection on the VTVM (approxi- 
mately 0.4 .. . 0.7 V). 

4.7.4. Repeat the adjustments described in 
sections 4.7.2. and 4.7.3. until no further im- 
provement can be obtained. 



4.8. Fine tuning of I F-filter 

Test equipment: 

— RF-generator: 97 MHz, o.c.v. 0.2 mV, 
no modulation 

— Connect generator output with coaxial 
cable to BNC antenna socket (52) . 



— Connect digital counter via the 10:1 
oscilloscope probe to the 270 ohm resistor at 
the input of 1C 6 on the I F-amplifier board (see 
figure 4.7. - 1 ). 

— VTVM with RF-probe 



4.7.2. Generateur: 90 MHz (TUNING "0"). 
Accorder au maximum de deviation du V.a L., 
les 5 circuits HF de I'etage haute-frequence (fig. 
4.7. — 1 ), a I'aide des noyaux de bobine environ 
0,4 .. . 0,7 V). 

4.7.3. Enfoncer la touche 4 du selecteur de 
station (106.00 MHz). Generateur: 106 MHz 
(TUNING ”0"). 

Accorder au maximum de deviation du V.a L., 
les 5 circuits HF de I'etage haute-frequence a 
I'aide des trimmers (environ 0,4 . . . 0,7 V). 

4.7.4. Repeter les reglages des chapitres 4.7.2. 
et 4.7.3. jusqu'a ce qu'aucune amelioration ne 
soit encore possible. 



4.8. Reglage fin des f litres FI 

Instruments de mesure: 

— Generateur etalonne; 97 MHz. 

F.e.m. 0,4 mV 

Sans modulation. 

Raccorder le cable coaxial HF a la prise 
d'antenne BNC . 

— Connecter le compteur digital muni 
d'une sonde d'oscilloscope (1:10) a I'entree de 
1C 6, sur la resistance R 21 de 270 ohms de 
I'amplificateur FI (fig. 4.7. — 1). 

— V.a L. avec sonde HF. 
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Fig. 4.8. - 2 



4.8.1. Gerat einschalten, nur Netztaste 
betatigen (POWER). Eingangswahlschalter 
auf Position FM. Handabstimmknopf 
(MANUAL TUNING) auf 97,00 MHz einstellen. 
Am Mess-Sender die Frequenz abgleichen bis 
der Digital-Zahler 1 1 MHz ± 1 kHz anzeigt. 
KO-Probe 10 fach entfernen und den HF-Tast- 
kopf an 220 Ohm Widerstand am Eingang von 
1C 3 anschliessen. Messbereich: 1 VDC. 

(Fig. 4.7. - 1). 



4.8.1. Switch on electric current supply by 
pressing the push button POWER (T) • Turn 
INPUT SELECTOR (@ to position FM. By 
operating the knob MANUAL TUNING (^^ 
tune to 97.00 MHz. Adjust RF-generator fre- 
quency until the digital counter indicates 
11 MHz ±1 kHz. 

Disconnect counter with its 10:1 probe. Con- 
nect VTVM via RF-probe to the 220 ohm resis- 
tor at the input of 1C 3. Select meter range; 1 V 
DC. (Fig. 4.7. -1). 



4.8.1. Appareil enclenche; seui I'interrupteur 
secteur POWER enfonce. Selecteur d'ac- 
cord manual MANUAL TUNING (^^sur 
97.00 MHz. Avec le compteur digital, ajuster la 
frequence du generateur a 1 1 MHz ± 1 kHz. 
Deconnecter le compteur digital et brancher la 
sonde HF du V.a L. a I'entree de ICS sur la 
resistance R 7 de 220 ohms. Echellede mesure; 
1 VDC. 

(Fig. 4.7. -1). 




4.8.2. Sender-EMK verandern bis das VTVM 
auf —2 dB ausschlagt (0 dB = 775 mV). 

Tuning =0 kontrollieren, evti. mit Sekundar- 
Kreis (FT 1) auf ZF-Teil korrigieren. 
Handabstimmknopf (^ urn ± 50 kHz verstim- 
men. 

Anzeige am VTVM muss sich urn — 1,5 dB 
± 0,5 dB absenken. 

Handabstimmknopf (^ urn ± 100 kHz verstim- 
men. 

Anzeige am VTVM muss sich urn — 7 dB ± 1 dB 
absenken. 

Allenfalls die Abstimmung des Achtkreisfi Iters 
(L6, FT 21, 3, 46, 5, 46, 7, 81) auf dem HF- 
Eingangsteil leicht korrigieren. 



4.8.2. Adjust output of R F-generator to obtain 
a reading of —2 dB (385 mV) on the VTVM. 
Check TUNING meter for accurate "0” indi- 
cation and if necessary adjust slug of secondary 
winding of FT 1 on the IF-amplifier board. 



4.8.2. Diminuer la f.e.m. du generateur pour 
obtenir —2 dB au V.a L. (0 dB - 775 mV). 
Verifier le centrage: TUNING "0”, corriger 
eventual lament le circuit secondaire (FT 1) de 
I'amplificateur FI. 

A I'aide du selecteur manual MANUAL TU- 
NING (^ , verier I'accord de ± 50 kHz. 

Le V.a L. doit indiquer une diminution de 
-1,5dB±0,5dB. 

A I'aide du selecteur manual (^ , varier I'ac- 
cord de ± 100 kHz. 

Le V.a L. doit indiquer une diminution de 
-7dB± 1 dB. 

Corriger eventual lament I'accord des 8 filtres 
(L6, FT 21, 3, 46, 5, 46, 7, 81) de I'etage 
haute-frequence. 



4.9. Abgleich Stereo- Decoder 
Messgerate: 

— Stereo-Modulator 

— Mess-Sender: 97 MHz 
EMK2mV 

Modulation ausgeschaltet 
Koax-Kabel (HF) an BNC-Antennenein- 
gang (^^ anschliessen. 

— Digital-Zahler 
VTVM 

— Oszilloskop mit Probe 10 fach 

— 1 5 k Hz-Tief passf i Iter 

4.9.1. Gerat einschalten, Netztaste (^betati- 
gen (POWER). 

Stationstaste 3 drucken (97.00 MHz) 
Mess-Sender- Frequenz auf Tuning =0 einregu- 
lieren. 



4.9. Alignment of stereo decoder 

Test equipment: 

— Stereo Modulator 

— RF-generator 97 MHz o.c.v. 2 mV, 

no modulation 

Connect generator output with coaxial 
cable to BNC antenna socket (^ . 

— Digital Counter 
VTVM 

— Oscilloscope with 10:1 probe 

— 1 5 kHz low-pass filter 



4.9.1. Switch on electrical current supply by 
pressing the push button POWER (J) . 

Press station selector button 3 (97.00 MHz). 
Adjust generator's frequency to obtain an exact 
"0" indication on the meter TUNING. 



4.9. Reglage du decodeur stereo 

Appareils de mesure: 

— Modulateur stereo. 

— Generateur: 97 MHz. 

F.e.m. 2 mV. 

Sans modulation. 

Raccorder le cable coaxial HF a la prise 
d'antenne BNC (^ . 

— Compteur digital. 

V. a L. 

— Oscilloscope avec sonde 1 : 10. 

— Filtre passe-bas de 1 5 kHz. 

4.9.1. Appareil enclenche, interrupteur secteur 
POWER et touche 3 du selecteur de station 
(97.00 MHz) enfonces. 

Centrer I'accord (TUNI NG "0") en ajustant la 
frequence du generateur. 



4.9.1 
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4.9.2. Abgleich 76 kHz-Oszillator: 

Taste "STEREO” (@ eingeschaltet. 

Taste "NOISE FILTER" @ ausgeschaltet. 
Digital Zahler an Messpunkt TP 1 auf dem 
Stereo- Decoder anschliessen (Fig. 4.9. — 1 ). 

Mit Spule L 3 auf eine Zahler-Anzeige von 
38 kHz ± 50 Hz einstellen (Fig. 4.9. — 1 ). 



4.9.2. Alignment of 76 kHz oscillator: 

Push button STEREO (^depressed. 

Push button NOISE FILTER (Tl) released. 
Connect digital counter to test point TP 1 on 
the stereo decoder (see figure 4.9. — 1 ). 

Adjust slug in coil L 3 for a counter read out of 
38 kHz ± 50 Hz (see figure 4.9. — 1). 



4.9.2. Reglage de I'oscillateur — 76 kHz: 
Touche "STEREO” (l^enfoncee. 

Touche "NOISE FILTER" (lj) lib^ree. 
Raccorder le compteur digital au point de me- 
sure TP 1 du decodeur stereo (fig. 4.9. — 1). 



4.9.3. Abgleich 19 kHz— Kreis: 

Am Stereo-Modulator Pilottrager 9 % einschal- 
ten. VTVM am Messpunkt TP 2 auf dem Ste- 
reo-Decoder anschliessen. 

Messbereich: 10 VAC 

Mit Spule L 4 auf maximale Anzeige am VTVM 
abgleichen (ca. 2,6. . .3,4 V~). 

”STEREO”-Taste muss aufleuchten. 
Digital-Zahler muss 38 kHz ± 1 Hz anzeigen. 



4.9.3. Alignment of 19 kHz circuit: 

Adjust stereo modulator for 9% pilot tone 
modulation. Connect VTVM to test point TP 2 
on the stereo decoder and select 10 V AC range. 
Adjust L 4 for a maximum reading on the 
VTVM (2.6. . .3.4 V AC approximately). 

The push button STEREO (^ must become 
illuminated. The frequency as read by the digi- 
tal counter must be 38 kHz ± 1 Hz. 



4.9.3. Reglage du circuit — 19 kHz: 

Au modulateur stereo, enclencher la frequence 
pilote a 9 %. Raccorder le V.a L. au point de 
mesure TP 2 du decodeur stereo (fig. 4.9. - 1). 
Echelle de mesure: 10 VAC. 

Accorder la bobine L4 au maximum de devia- 
tion du V.a L. (environ 2,6 ... 3,4 VAC). 

La touche "STEREO” (^ doit etre allumee. 

Le compteur digital doit indiquer 38 kHz ± 
1 kHz. 



KontroHe: 

Bei 6 % Pilottrager muss STEREO-Lampe ein- 
schalten. 

Bei 3 % Pilottrager muss STEREO-Lampe aus- 
schalten. 

Digital-Zahler und VTVM-Anschluss entfernen. 



Double check: 

The STEREO lamp must become illuminated 
with as little as 6 % pilot tone modulation. 

The STEREO lamp must go off when reducing 
the pilot tone modulation to 3 %. 

Disconnect VTVM and digital counter. 



Verification: 

A 6% de la frequence pilote, la lampe STEREO 
doit s'allumer. 

A 3% de la frequence pilote, la lampe STEREO 
doit s'eteindre. 

Deconnecter le compteur digital et le V.a L. 



4.9.4. Abgleich 38 kHz-Kreis: 

Mess-Sender mit Modulation 1 kHz, Hub 
40 kHz, ohne Pilottrager, nur LINKS moduliert. 
Oszilloskop mit Probe lOfach an Messpunkt 
TP 3 auf dem Stereo- Decoder anschliessen 
(lOmVAC/cm; 0,1 ms/cm; Trigger extern mit 
Modulationssignal 1 kHz). 

Mit Spule L6 auf Stereo-Decoder am Oszillos- 
kop auf scharfen Hullkurvenschnittpunkt abglei- 
chen. 

4.9.5. Abgleich 19 kHz-Bandfilter, Gberspre- 
chen: 

Grundeinstellungen am A720: 

— Schalter auf "STEREO" 

— Klangreglerschalter (^ , (^ , (^ auf 
0 ". 

— Lautstarkeregler auf " 1 0". 

— Balance-Regler auf "0". 

— Ausgangswahitaste OUT 1(J)drucken. 



4.9.4. Alignment of 38 kHz circuit: 

Modulate RF-generator with 1 kHz to 40 kHz 
deviation, left channel only, no pilot tone. 
Connect oscilloscope with 10:1 probe to test 
point TP 3 on the stereo decoder and select the 
following scope settings: 10 mV AC/cm; 

0.1 ms/cm; external triggering with 1 kHz test 
signal. 

Adjust slug In L 6 on the stereo decoder to 
obtain a precise envelope crossover as shown in 
the above illustration. 

4.9.5. Tuning of 19 kHz band-pass, cosstalk: 
Basic settings on the A720: 

— Stereo/Mono mode selector (2^ in posi- 
tion STEREO 

— Set tone controls (^ , (^ , to 
their "0" position 

— Volume control (it) in position "10" 

— Balance control (1^ in position "0" 

— Output selector button OUT 1 (^de- 
pressed. 



4.9.4. Reglage du circuit — 38 kHz: 

Generateur avec modulation de 1 kHz, excur- 
sion 40 kHz, sans frequence pilote. Canal 
GAUCHE module. Raccorder I 'oscilloscope avec 
la sonde 1:10 au point de mesure TP 3 du de- 
codeur stereo (10 mVAC/cm.; 0,1 ms/cm.; trig- 
ger externe avec un signal de modulation de 
1 kHz). 

Regler la bobine L 6 de fapon a obtenir a I'oscil- 
loscope le point d'intersection de I'enveloppe 
exact. 

4.9.5. Reglage des filtres de bande — 19 kHz, 
diaphonie: 

Position des organes de commande du A720: 

— Selecteur du mode de reproduction 
@sur "STEREO" 

— Reglages de tonalite (2^ , et 
sur "0". 

— Reglage du VOLUME (2) sur "10". 
BALANCE @ sur "0". 

— Interrupteur de sortie OUTl(^en- 
fonce. 



4.9.5 






Fig. 4.9. - 3 Fig. 4.9. - 4 

Mess-Sender mit Modulation 1 kHz, Hub Modulate RF-generator with 1 kHz to 40 kHz Generateur avec modulation de 1 kHz, excur- 



40 kHz mit Pilottrager, nur Kanal rechts modu- 
liert. 

15 kHz-Tiefpassfilter am Tuner-Ausgang (OUT- 
PUT 1, LEFT) anschliessen. 
Klirrfaktor-Messgerat an Tiefpassfilter-Ausgang 
anschliessen. 

Einstellregler R 38 auf dem Stereo- Decoder im 
Uhrzeigersinn an den Anschlag drehen. 

19 kHz-Bandfilter L 1/L2 auf Minimum-An- 
zeige am Klirrfaktor-Messgerat abgleichen. 

Beide Abgleichkerne etwa gleich weit eindrehen. 
Mit Einstellregler R 38 auf minimales Oberspre- 
chen im Kanal links abgleichen. 

Modulation L = R. 

Klirrfaktor-Messgerat auf 0 dB eichen. 
Modulation L ausschalten. 

Obersprechen R L messen (> 40 dB). 
Tiefpassfilter am Tuner-Ausgang (OUTPUT 1, 
RIGHT) anschliessen. 

Modulation L = R. 

Klirrfaktor-Messgerat auf 0 dB eichen. 
Modulation R ausschalten. 

Obersprechen L-> R messen (>40dB). 

"NOISE F1LTER"-Taste (fj) drucken. 
Gbersprechdampfung L ^ R = 1 5 dB ± 1 dB. 

1 5 kHz-Tiefpassfilter entfernen. 



4.9.6. Abgleich 19 kHz-Sperre: 

Mess-Sender mit Modulation 1 kHz, Hub 
75 kHz, mit Pilottrager, L = R. 
Klirrfaktor-Messgerat an Tuner-Ausgang (OUT- 
PUT 1 , LEFT) und eichen auf 0 dB. 

Modulation ausschalten. 

Mit Spule L 5 auf Stereo-Decoder im linken 
Kanal auf Minimum MPX-Restspannung abglei- 
chen. 

Unterdruckung muss besser als —52 dB sein (mit 
und ohne gedruckter "NOISE FI LTER"-Taste 




Analoge Kontrolle ausfuhren fur rechten Kanal. 



deviation plus pilot signal, right channel only. 
Connect 15 kHz low-pass filter to OUTPUT 1, 
LEFT. 

Connect distortion meter to output of the low- 
pass filter. 

Turn trimpot R 38 on the stereo decoder board 
fully clockwise. 

Adjust 19 kHz band-pass L1/L2 to obtain a 
minimum Indication on the distortion meter. 
Both tuning slugs should be at approximately 
equal positions. 

Adjust trimpot R 38 for minimum crosstalk 
into the left channel. 

Modulate channels L and R simultaneously. 
Calibrate distortion meter for a OdB reference. 
Turn off modulation in the left channel. 

Measure crosstalk R ^ R(>40dB). 

Connect low-pass filter to OUTPUT 1, RIGHT. 
Modulate both channels in parallel (L = R, 
mono). 

Calibrate distortion meter for a OdB reference. 
Turn off modulation in the ri^ht channel. 
Measure crosstalk L ^ R (>40dB). 

Press button NOISE FILTER (g) • 

Crosstalk attenuation L -> R must drop to 
15dB ± 1 dB. 

Remove 1 5 kHz low-pass filter. 



4.9.6. Tuning of 19 kHz rejection filter: 
Modulate left and right channels in parallel (L = 
R, mono) with 1 kHz plus pilot tone to 75 kHz 
deviation. 

Connect distortion meter to OUTPUT 1, LEFT 
and calibrate for a 0 dB reference reading. 

Turn off audio modulation. 

Adjust coil L 5 in the left channel on the stereo 
decoder to obtain a minimum of the residual 
MPX signal. 

The subcarrier suppression must exceed —52 dB 
and this value has to be obtained with the 
NOISE FI LTER (2) in or out of circuit. 

Check performance of right channel analog to 
the above procedure. 



sion 40 kHz avec frequence pilote. Canal 
DROIT module. 

Brancher le filtre passe-bas de 1 5 kHz a la sortie 
du tuner (OUTPUT 1, LEFT). 

Raccorder le distorsiometre au filtre passe-bas. 
Tourner le potentiometre R 38 a fond, dans le 
sens des aiguilles d'une montre. 

Regler les filtres de bande au maximum de de- 
viation du distorsiometre. 

Les deux noyaux doivent avoir la meme posi- 
tion. 

Ajuster le potentiometre R 38 au minimum de 
diaphonie du canal gauche. 

Modulation L = R. 

Calibrer a 0 dB le distorsiometre. 

Modulation Lenclenchee. 

Mesurer I'affaiblissement de la diaphonie R ^ L 
(> 40 dB). 

Brancher le filtre passe-bas a la sortie du tuner 
(OUTPUT 1, RIGHT). 

Modulation L = R. 

Calibrer a 0 dB le distorsiometre. 

Modulation R enclenchee. 

Mesurer I'affaiblissement de la diaphonie L-^ R 
(>40dB). 

Enfoncer la touche NOISE FILTER . 
Affaiblissement de la diaphonie L-> R = 15dB 
± 1 dB. 

Debrancher le filtre passe-bas de 1 5 kHz. 

4.9.6. Reglage du filtre suppresseur — 19 kHz: 
Generateur avec modulation de 1 kHz, excur- 
sion 75 kHz, avec frequence pilote, L = R. 
Brancher le distorsiometre a la sortie du tuner 
(OUTPUT 1 , LEFT) et le calibrer a 0 dB. 
Declencher la modulation. 

Ajuster la bobine L 5 du decoder stereo, de 
fagon a supprimer au maximum les restes du 
signal MPX. 

L'affaiblissement doit etre superieur a 52 dB 
(avec et sans touche NOISE FI LTER ). 
Reglage similaire pour le canal droit. 
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4.10. Abgleich der Stereo- und Muting Um- 
schaltschwelle 

Normaleinstellung der FM-Pegelregler 
Messgerate: 

— Stereo-Modulator 

— Mess-Sender: 97 MHz 
EMK 10 mV 

mit Modulation 1 kHz, Hub 40 kHz 
mit Pilottrager 
L= R 

— Klirrfaktor-Messgerat 

4.10.1. Einstellregler R11 auf der Instrumen- 
tenplatine (Fig. 4.10. - 1) im Uhrzeigersinn an 
den Anschlag drehen. STEREO-Taste (^und 
MUTING-Taste (^drucken. Einstellregler R 11 
zuruckdrehen bis Stereo- Lampe loscht und 
Muting- Lampe aufleuchtet. 

4.10.2. EMK ann Mess-Sender auf 2 mV einregu- 
lieren. 

Klirrfaktor-Messgerat an Tuner-Ausgang (OUT- 
PUT 1, LEFT) anschliessen. 

Mit dem Einstellregler R 34 (Fig. 4.10. — 2) am 
linken Ausgang eine Spannung von 1,5 V ein- 
stellen. 

Klirrfaktor-Messgerat an Tuner-Ausgang (OUT- 
PUT 1, RIGHT) anschliessen. 

Mit dem Einstellregler R 67 (Fig. 4.10. — 2) am 
rechten Ausgang eine Spannung von 1,5 V ein- 
stellen. 



4.10. Calibration of stereo change-over and 
muting threshold 

Adjustment of preset audio controls in 
FM section. 

Test equipment: 

— Stereo modulator 

— RF-generator; 97 MHz o.c.v. 10 mV 

Left and right channels modulated in 
parallel (L = R) with 1 kHz plus pilot 
tone to 40 kHz deviation. 

— Distortion meter 

4.10.1. Turn trimpot R 1 1 on the meter board 

(figure 4.10. — 1) fully clockwise to its end- 
position. Press buttons STEREO (^and MU- 
TING (^. Gradually turn back the trimpot 
R 1 1 until the stereo lamp goes off and the 
muting lamp becomes illuminated instead. 



4.10.2. Increase o.c.v. output of the RF-genera- 
tor to 2 mV. 

Connect distortion meter to OUTPUT 1, LEFT. 
Adjust trimpot R 34 (figure 4.10. — 2) for the 
left channel to obtain a signal level of 1 .5 V. 
Connect distortion meter to OUTPUT 1, 
RIGHT. 

Adjust trimpot R 67 (figure 4.10. — 2) for the 
right channel to obtain a signal level of 1.5 V. 




Fig. 4.10. - 2 



4.10. Reglage de la commutation automatique 

stereo et "muting" 

Appareils de mesure: 

— Mod ulateur stereo 

— Generateur etalonne: 97 MHz 

F.e.m. 10 mV 

Modulation 1 kHz, excursion 40 kHz 
avec frequence pilote. 

L= R. 

— Distorsiometre. 



4.10.1 . Tourner le potentiometre R 11 a fond 
dans le sens des aiguilles d'une montre (fig. 

4.10. — 1). Enfoncer les touches STEREO 

et MUTING (@ . Revenir en arriere avec le 
potentiometre R 11, jusqu'a ce que la lampe 
STEREO s'eteigne et que la lampe MUTING 
s'allume. 

4.10.2. Ajuster la f.e.m. du generateur a 2 mV. 
Raccorder le distorsiometre a la sortie du tuner 
(OUTPUT 1 LEFT). 

Regler la tension de sortie du canal gauche a 
1 ,5 V avec le potentiometre R 34 (fig. 

4.10. -2). 

Raccorder le distorsiometre a la sortie du tuner 
(OUTPUT 2, RIGHT). 

Regler la tension de sortie du canal droit a 1 ,5 V 
avec le potentiometre R 67 (fig. 4.10. — 2). 



4.10.2 






5. Anieitung zur Messung der wichtigsten 
Technischen Daten 



Der Digital- FM-Tuner-Vorverstarker A720 wird 
in den nachfolgenden Messungen im verkaufs- 
fertigen Zustand (alle Abschirm- und Verscha- 
lungsbleche montiert) gepruft. 

Die Signalspannung des Mess-Senders ist 
in EMK (Leerlaufspannung) angegeben. Bei 
einem Innenwiderstand des Mess-Senders von 
60 Ohm resultiert am Eingangs-Widerstand des 
Tuners (60 Ohm-Eingang) ein Eingangssignal 
von der Halfte der eingestellten EMK. 

Bei Mess-Sendern, deren Signalspan- 
nungen fur den Nenn-Abschluss-Widerstand ge- 
eicht sind, ist der halbe Wert der angegebenen 
EMK einzustellen. 

Die vorherrschende Mess-Frequenz von 
97 MHz gilt als Richtwert. Vor dem Messen ist 
zu priifen, ob diese Frequenz frei von Senderein- 
fall Oder Interferenzen ist (bei angeschlossenem 
jedoch abgeschaltenem Mess-Sender). Ist die 
Frequenz 97 MHz (bzw. 91.5 MHz) nicht frei, 
so ist die Einstellung leicht zu verandern. 

Fiir alle Messungen: 

15 kHz-Tiefpass- Filter zwischen NF-Ausgang 
( Oder Kanal 1, (3^ Oder Kanal 2) 
und Klirrfaktor-Messgerat (oder Tonfrequenz- 
Millivoltmeter) anschliessen. 



5. Instructions for measuring the most 

important performance data 

The following measurements have to be perfor- 
med with all shielding- and cover plates installed 
in their normal positions. 

The RF-signal voltages required for all 
measurements are stated in terms of an open 
circuit voltage (o.c.v.). If the internal (source) 
impedance of the RF-generator is 75 ohms then 
the voltage developed across the tuner's 
75 ohms input will be exactly one half of the 
generator's o.c.v. (see figure 4.2. — 2). 

Test generators which are calibrated to 
indicate the signal voltage across the nominal 
terminating impedance have to be set to one 
half of the specified o.c.v. value. 

The predominantly mentioned test fre- 
quency of 97 MHz is to be considered as a re- 
commended value only. Prior to starting any 
alignment procedures it should be checked 
whether or not that frequency produces any 
interference with a neighbouring FM-station (to 
check this the RF-generator should be turned 
off while its output remains connected to the 
tuner). If an FM-broadcast can still be received, 
the test frequency of 97 MHz (or 91.5 MHz 
respectively) should be altered slightly. 

For all measurements: 

Connect 15 kHz low-pass filter between the 
audio output sockets (^or(^channel 1,(^or 
channel 2) and the distortion meter (or 
VTVM). 



5. Instructions pour la mesure des caracte- 
ristiques techniques importantes 

Les mesures qui vont suivrent ne necessitent pas 
le demontage du preampli-tuner FM digital 
A720. 

La tension du signal de sortie du genera- 
teur etalonne est donnee en f.e.m. (force elec- 
tromotrice). Par la resistance interne de 
60 ohms du generateur et la resistance d'entree 
de 60 ohms du tuner, il resulte a I'entree de 
celui-ci, un signal dont la f.e.m. est egale a la 
moitie de la valeur indiquee au generateur. 

La frequence de mesure principale est de 
97 MHz. S'assurer avant de commencer les regla- 
ges, que cette frequence soit exempte d'emis- 
sion ou d'interference. (Ne raccorder le genera- 
teur que declenche). Si cette frequence de 
97 MHz n'est pas libre, decaler legerement I'ac- 
cord. 

Pour toutes les mesures: 

raccorder un filtre passe-bas de 15 kHz entre la 
sortie BF ( (^ ou @ canal 1 , ou 
canal 2) et le distorsiometre (ou millivoltmetre 
BF). 



5.1. Messen der Eingangs-Empfindlichkeit 
Messgerate: 

Mess-Sender, Frequenz 97 MHz, EMK 2 juV, 
moduliert mit Stereo Modulator, Hub 15 kHz, 
Modulationsfrequenz 1 kHz, (L= R), Pilottrager 
9% (Hub 6,75 kHz), Klirrfaktor-Messgerat 
(oder Tonfrequenz-Millivoltmeter). 



5.1. Input sensitivity 

Test equipment: 

RF-generator, frequency 97 MHz, 2 /zV, o.c.v. 
Left and right channels modulated in parallel (L 
= R) with 1 kHz plus 9 % pilot tone to a devia- 
tion of 1 5 kHz. Distortion meter or VTVM. 



Mesure de la sensibilite d'entree 

Appareils de mesure: 

— Generateur: 97 MHz, f.e.m. 2 /nV. 

— Modulateur stereo: excursion 15 kHz, 
frequence de modulation 1 kHz, (L = R), fre- 
quence pilote 9 % (excursion 6,75 kHz). 

— Distorsiometre (ou millivoltmetre BF). 



5.1. 
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5.1.1. Tuner: 

Netztaste (1^ Ein, 

Ausgangswa hi taste OUT 1 @) Ein. 

Stereotaste Ein. 

Stationstaste 3 Ein. (97.00 MHz). 
Klangreglerschalter @ auf "0". 

Eingangswahlschalter 6^auf "FM". 
Betriebsartenschalter auf "STEREO". 
Lautstarkeregler auf "10". 

Balanceregler auf "0". 

Mess-Sender- Frequenz abstimmen, bis Instru- 
ment TUNING Null anzeigt (ca. 97 MHz). 



5.1.1. Tuner: 

Button POWER Q) depressed. 

Output selector OUT 1 depressed. 

Button STEREO (1^ depressed. 

Station selector 3 depressed (97.00 MHz). 

Tone control switches (^ , (^ , in posi- 
tion "0". 

Input selector (@ in position "FM". 
Stereo/mono mode selector in position 
"STEREO". 

Volume control in position "10". 
BALANCE control in position "0". 

Fine tune RF-generator until an exact "0" read- 
ing is obtained on the meter TUNING (97 MHz 
approximately). 



5.1.2. Klirrfaktor-Messgerat (oder Tonfre- 5.1.2. Calibrate distortion meter (or VTVM) to 
quenz-Millivoltmeter) auf 0 dB eichen. obtain a 0 dB reference reading. 



5.1.3. Modulation abschalten und Signal- 
Rauschabstand messen. Die Empfindlichkeit ist 
einwandfrei, wenn der gemessene Rauschab- 
stand fur Mono 30 dB oder mehr betragt. (Die 
Umschaltautomatik Mono-Stereo soil bei einer 
EMK von 2 juV noch nicht auf Stereo umschal- 
ten.) 

5.1.4. Mess-Sender EMK auf 20 mV erhohen 
und Rauschabstand messen. Die Empfindlich- 
keit ist einwandfrei, wenn der gemessene 
Rauschabstand fur Stereo 30 dB oder mehr be- 
tragt. (Die Umschaltautomatik Mono-Stereo soil 
bei einer EMK von 20 juV sicher auf Stereo um- 
geschaltet haben.) 



5.1.3. Turn off modulation and measure signal 
to noise ratio. The tuner's sensitivity is within 
specifications when obtaining a ratio of at least 
30 dB in the mono mode. (The input signal of 
2 mV o.c.v. must not trigger the automatic 
mono/stereo change-over). 



5.1.4. Increase the o.c.v. output level of the 
RF-generator to 20juV and again measure signal 
to noise ratio. The tuner's sensitivity is within 
specifications if a ratio of 30 dB or more is 
obtained in the stereo mode. (The input signal 
of 20 mV o.c.v. must be sufficient to effect 
positive triggering of the automatic mono/stereo 
change-over). 



5.2. Messen der Spiegel-Selektion 

Messgerate: 

Mess-Sender, Frequenz 87,0 MHz, EMK 2 juV, 
moduliert mit Stereo-Modulator, Hub 15 kHz, 
Modulationsfrequenz 1 kHz, ohne Pilotton. 
Klirrfaktor-Messgerat (oder Tonfrequenz-Milli- 
voltmeter) 

5.2.1. Tuner: 

Abstimmung auf 87,0 MHz einstellen; abstim- 
men auf Anzeige Null am Instrument TUNING 




5.2. I mage response 

Test equipment: 

RF-generator, frequency 87.0 MHz, 2 juV o.c.v.. 
Modulate with 1 kHz to 15 kHz deviation, no 
pilot tone. 

Distortion meter or VTVM. 



5.2.1. Tuner: 

Set tuner to receive 87.0 MHz and fine tune 
RF-generator to obtain an exact "0" indication 
on the meter TUNING (Q) . 



5.1.1. Tuner: 

Interrupteur secteur enfonce. 

Interrupteur de sortie OUT 1 (^ enfonce. 
Touche STEREO enfoncee. 

Touche 3 du selecteur de station enfoncee 
(97 MHz). 

Reglages de tonal ite (^ , (^ et sur "0". 
Selecteur d'entree (@sur FM. 

Selecteur du mode reproduction sur 

"STEREO". 

Reglagedu VOLUME @ sur "10". 

BALANCE (19) sur "0". 

Centrer I'accord (TUNING "0") en ajustant la 
frequence du generateur. 

5.1.2. Calibrer a OdB le distorsiometre (ou 
millivoltmetre BF). 

5.1.3. Couper la modulation et mesurer ie 
rapport signal/bruit. En monophonie, il doit 
etre de 30 dB ou plus pour obtenir une bonne 
sensibilite. (Avec une f.e.m. de 2 /xV seulement, 
la commutation automatique ne se realise pas 
encore et la reception reste monophonique.) 



5.1.4. Augmenter la f.e.m. du generateur a 
20juV et mesurer le rapport signal/bruit. En 
stereophonie, il doit etre de 30 dB ou plus pour 
obtenir une bonne sensiblite. (Avec une f.e.m. 
de 20juV, la commutation automatique mono/ 
stereo se realise et la reception est stereopho- 
nique.) 



5.2. Mesure de la rejection image 

Appareils de mesure: 

Generateur: 87.00 MHz, f.e.m.: 2p\/. Modula- 
teur stereo: excursion 1 5 kHz, frequence de 
modulation 1 kHz, sans frequence pilote. 

— Distorsiometre (ou millivoltmetre BF). 



5.2.1. Tuner: 

Accorder sur 87.00 MHz; TUNING @ "0". 



5.2.1 





5.2.2. Klirrfaktor-Messgerat (oder Tonfre- 
quenz-Millivoltmeter) auf 0 dB eichen. 

5.2.3. Modulation abschalten; Rauschabstand 
messen und notieren (grosser als 30 dB). 



5.2.4. Mess-Sender-Frequenz auf ca. 109 MHz 
einstellen (am Tuner eingestellte Frequenz 
+22 MHz), Mess-Sender EMK erhohen auf 
grosser 200 mV, Mess-Sender-Frequenz fein ein- 
stellen, bis Instrument TUNING Null an- 
zeigt. 

5.2.5. Mess-Sender EMK reduzieren, bis der bei 
Punkt 5.2.3. notierte Rauschabstand erreicht ist 
(grosser als 30 dB). Die Spiegel-Selektion ist ein- 
wandfrei, wenn dieser Wert bei einer Mess-Sen- 
der EMK von 200 mV oder hoher erreicht wird 
(Spiegel-Selektion 100 dB). 



5.3. Messen der Nebenwellenunterdriickung 



Messgerat: 

Mess-Sender, Frequenz 97 MHz, EMK 2 yN , 
moduliert mit Stereo-Modulator, Hub 15 kHz, 
Modulationsfrequenz 1 kHz, ohne Pilotton. 
Klirrfaktor-Messgerat (oder Tonfrequenz-Milli- 
voltmeter). 

5.3.1. Tuner; 

Mess-Sender-Frequenz abstimmen, bis Instru- 
ment TUNING Null anzeigt (ca. 97 MHz). 

5.3.2. Klirrfaktor-Messgerat (oder Tonfre- 
quenz-Millivoltmeter) auf 0 dB eichen. 

5.3.3. Modulation abschalten; Rauschabstand 
messen und notieren (grosser als 30 dB). 



5.2.2. Calibrate distortion meter or VTVM to 
obtain a 0 dB reference reading. 

5.2.3. Turn off modulation; Measure signal to 
noise ratio and keep a note of the reading obtai- 
ned (ratio must exceed 30 dB). 

5.2.4. Set frequency of RF-generator to 
109 MHz approximately (this equals the pre- 
viously used test frequency plus twice the I F- 
frequency). Increase o.c.v. output of RF-gene- 
rator to 200 mV and fine tune generator fre- 
quency to obtain an exact ”0" indication on the 
meter TUNING (H). 

5.2.5. Reduce the RF-generator's output signal 
until the same signal to noise ratio as measured 
under 5.2.3. is reached (better than 30 dB). The 
image response performance is within specifica- 
tions when this signal to noise performance is 
reached with an open circuit voltage from the 
generator of 200 mV or higher (image response 
lOOdB). 



5.3. Spurious response 



Test equipment: 

RF-generator, frequency 97 MHz, 2juV, o.c.v. 
Modulate with 1 kHz to 15 kHz deviation, no 
pilot tone. 

Distortion meter or VTVM. 



5.3.1. Tuner; 

Fine tune the generator until an exact "0" indi- 
cation is obtained on the meter TUNING 
(97 MHz approximately). 

5.3.2. Calibrate distortion meter or VTVM to 
obtain a 0 dB reference reading. 

5.3.3. Turn off modulation, measure signal to 
noise ratio and keep a note of the reading obtai- 
ned (ratio must exceed 30 dB). 



5.2.2. Calibrer a 0 dB le distorsiometre (ou 
millivoltmetre BF). 

5.2.3. Couper la modulation; mesurer et noter 
le rapport signal/bruit (mieux que 30 dB). 



5.2.4. Accorder le generateur sur 109 MHz 
environ (frequence d'accord du tuner plus 
22 MHz), et augmenter la f.e.m. a 200 mV. Cor- 
riger la frequence du generateur jusqu'a ce que 
Tinstrument TUNING indique "0". 



5.2.5. Reduire la f.e.m. du generateur pour 
obtenir le rapport signal/bruit note au chapitre 

5.2.3. (mieux que 30 dB). La rejection image est 
correcte lorsque cette valeur est atteinte avec 
une f.e.m. de 200 mV ou plus au generateur 
( 1 00 d B de rejection i mage) . 



5.3. Mesure de raffaiblissement de Tintermo- 
dulation 

Appareils de mesure: 

Generateur; 97 MHz, f.e.m. 2 juV. Modulateur 
stereo; excursion 1 5 kHz, frequence de modula- 
tion 1 kHz, sans frequence pilote. Distorsio- 
metre (ou millivoltmetre BF). 

5.3.1. Tuner; 

Ajuster la frequence du generateur jusqu'a ce 
que I'instrument TUNING indique "0" 
(90 MHz environ). 

5.3.2. Calibrer a OdB le distorsiometre (ou 
millivoltmetre BF). 

5.3.3. Couper la modulation; mesurer et noter 
le rapport signal/bruit (mieux que 30 dB). 



5.3.3 





5.3.4. Mess-Sender auf ca 91.50 MHz einstel- 
len (am Tuner eingestellte Frequenz minus 

5,5 MHz), Mess-Sender EMK erhohen auf gros- 
ser 200 mV, Mess-Sender- Frequenz fein einstel- 
len, bis Instrument TUNING (M) Null anzeigt. 



5.3.5. Mess-Sender EMK reduzieren, bis der bei 
Punkt 5.3.3. notierte Rauschabstand erreicht ist 
(grosser als 30 dB). Die Nebenwellenunter- 
druckung ist einwandfrei, wenn dieser Wert bei 
einer Mess-Sender EMK von 100 mV Oder hoher 
erreicht wird (Nebenwellenunterdruckung 
100 dB). 



5.3.4. Set RF-generator frequency to 
91.50 MHz approximately (this equals the pre- 
viously used test frequency minus 5.5 MHz), 
raise generator's output level to 200 mV o.c.v. 
and fine tune generator frequency to obtain an 
exact "0" indication on the meter TUNING 




5.3.5. Reduce the generator's output level 
until a signal to noise value as noted under 

5.3.3. is reached (better than 30 dB). The tu- 
ner's spurious response is within specifications 
when this signal to noise performance is reached 
with a generator output of 100 mV o.c.v. or 
higher (spurious response 100 dB). 



5.4. Messen der Verzerrungen 
Messgerate: 

Mess-Sender, Frequenz 97 MHz, EMK 2 mV, 
moduliert mit Stereo-Modulator, Hub 40 kHz, 
Modulationsfrequenz 1kHz, (L=R), Pilotton 
9% (Hub 6,75 kHz), 15 kHz - Tiefpassf liter, 
Kl i rrf a ktor-Messgerat 

5.4.1. Tuner; 

Mess-Sender- Frequenz abstimmen, bis Instru- 
ment TUNING (M) Null anzeigt (ca. 97 MHz). 

5.4.2. Klirrfaktor-Messgerat eichen. (1,5 V ~ ; 
0.75 V nach Tiefpassf liter) 



5.4.3. Klirrfaktor messen. Fur Mono (Taste 
STEREO (@nicht gedruckt) soil der Klirrfak- 
tor weniger als 0,2 % betragen. 

5.4.4. Taste STEREO (@ drucken, Klirrfaktor 
messen. 

Fur Stereo soil der Klirrfaktor weniger als 0,2 % 
betragen. 



5.4. Distortion 

Test equipment: 

RF-generator, frequency 97 MHz, 2 mV o.c.v. 
Left and right channels modiflated in parallel (L 
= R) with 1 kHz plus pilot tone to 40 kHz de- 
viation. 

Distortion meter. 

5.4.1. Tuner: 

Fine tune frequency on RF-generator to obtain 
an exact "0" indication on the meter TUNING 
(Q) (97 MHz approximately). 

5.4.2. Calibrate distortion meter to obtain a 
100% reference deflection. (Audio signal level 

1 .5 V approximately; 0.75 V after the low-pass 
filter). 

5.4.3. Measure distortion. In the mono mode 
(button STEREO (^released) the total har- 
monic distortion must not exceed 0.2 %. 

5.4.4. Press button STEREO Measure 

distortion. In the stereo mode the total har- 
monic distortion must not exceed 0.2 %. 



5.3.4. Accorder le generateur sur 91.50 MHz 
environ (frequence d'accord du tuner moins 

5,5 MHz), et augmenter la f.e.m. a 200 mV. 
Corriger la frequence du generateur jusqu'a ce 
que I'instrument TUNING indique "0". 



5.3.5. Reduire la f.e.m. du generateur pour 
obtenir le rapport signal/bruit note au chapitre 

5.3.3. (mieux que 30 dB). L'affaiblissement de 
I'intermodulation est correcte lorsque cette 
valeur est atteinte avec une f.e.m. de 200 mV ou 
plus au generateur (100 dB d'affaiblissement de 
I'intermodulation). 



5.4. Mesure de la distorsion 
Appareils de mesure: 

Generateur; 97 MHz, f.e.m. 2 mV. Modulateur 
stereo: excursion 40 kHz, frequence de modula- 
tion 1 kHz, (L= R). Frequence pilote 9% (ex- 
cursion 6,75 kHz). Filtre passe-bas de 15 kHz. 
DistorsiomMre (ou millivoltmetre BF). 

5.4.1. Tuner: 

Ajuster la frequence du generateur jusqu'a ce 
que I'instrument TUNING indique "0" 
(97 MHz environ). 

5.4.2. Calibrer le distorsiometre. (1,5 VAC; 
0,75 VAC apres le filtre passe-bas). 



5.4.3. Mesurer la distorsion. En mono (touche 
STEREO (^ liberee), la distorsion ne doit pas 
augmenter de plus de 0,2 %. 

5.4.4. Enfoncer la touche STEREO (@ et 
mesurer la distorsion. En stereo la distorsion ne 
doit pas augmenter de plus de 0,2 %. 



5.4.4 





5.5. Messen des Fremdspannungsabstandes 

Messgerate: 

Mess-Sender, Frequenz 97 MFIz, EMK 2 mV, 
moduliert mit Stereo Modulator, Hub 75 kHz, 
Modulationsfrquenz 1 kHz, ohne Pilotton. 

1 5 kHz — Tiefpassfilter. 

Klirrfaktor-Messgerat (oder Tonfrequenz-Milli- 
voltmeter). 

5.5.1. Mess-Sender- Frequenz abstimmen, bis 
Instrument TUNING Null anzeigt (ca. 
97 MHz). 

5.5.2. Klirrfaktor-Messgerat (oder Tonfre- 
quenz-Millivoltmeter) auf 0 dB eichen. 

5.5.3. Modulation abschalten; Fremdspan- 
nungsabstand messen ( > 70 dB). 



5.5. Signal to noise ratio 
Test equipment: 

RF-generator frequency 97 MHz, 2 mV o.c.v., 
modulate with 1 kHz to 75 kHz deviation, no 
pilot tone. 

Distortion meter (or VTVM). 



5.5.1. Fine tune frequency on RF-generator to 
obtain an exact "0" indication on the meter 
TUNING (Q) (97 MHz approximately). 

5.5.2. Calibrate distortion meter (or VTVM) to 
obtain a 0 dB reference reading. 

5.5.3. Turn off modulation and measure signal 
to noise ratio ( > 70 dB). 



5.5. Mesurer du rapport signal/bruit 

Appareils de mesure: 

Generateur: 97 MHz, f.e.m. 2 mV. Modulateur 
stereo excursion 75 kHz, frequence de modula- 
tion 1 kHz sans frequence pilote. 

Filtre passe-bas de 1 5 kHz. 

Distorsiometre (ou millivoltmetre BF). 



5.5.1. Ajuster la frequence du generateur 
jusqu'a ce que I'instrument TUNING (^in- 
dique "0" (97 MHz environ). 

5.5.2. Calibrer a OdB le distorsiometre (ou 
millivoltmetre BF). 

5.5.3. Couper la modulation et mesurer le 
rapport signal/bruit (mieux que 70 dB). 



5.6. Messen der Obersprechdampfung 



Messgerate: 

Mess-Sender, Frequenz 97 MHz, EMK 2 mV, 
moduliert mit Stereo-Modulator, Hub 40 kHz, 
Modulationsfrequenz 1kHz, (L=R), Pilotton 
9% (Hub 6,75 kHz). 

1 5 kHz — Tiefpassfilter 

Klirrfaktor-Messgerat (oder Tonfrequenz-Milli- 
voltmeter). 

5.6.1. Tuner: 

Mess-Sender- Frequenz abstimmen, bis Instru- 
ment TUNING Null anzeigt (ca. 97 MHz). 

5.6.2. Klirrfaktor-Messgerat (oder Tonfre- 
quenz-Millivoltmeter) auf 0 dB eichen. 

5.6.3. Modulation linker (bzw. rechter) Kanal 
abschalten; Obersprechen vom rechten (bzw. 
linken Kanal messen. Die Obersprechdampfung 
soil mehr als 40 dB betragen. 



5.6. Stereo separation (crosstalk). 



Test equipment: 

RF-generator, frequency 97 MHz, 2 mV o.c.v., 
Left and right channels modulated in parallel (L 
= R) with 1 kHz plus pilot tone to 40 kHz 
deviation. 

Distortion meter (or VTVM). 



5.6.1. Tuner: 

Fine tune frequency on RF-generator to obtain 
an exact "0" indication on the meter TUNING 
(g) (97 MHz). 

5.6.2. Calibrate distortion meter or VTVM to 
obtain a 0 dB reference reading. 

5.6.3. Turn off modulation in the left channel 
(or right channel respectively) and read signal 
level which crosstalks into the other channel. 
The crosstalk figure must be better than 40 dB. 



5.6. Mesure de i'affaiblissement de la diapho- 
nie 

Appareils de mesure: 

Generateur: 97 MHz, f.e.m. 2 mV. Modulateur 
stereo: excursion 40 kHz, frequence de modula- 
tion 1 kHz, (L= R), frequence pilote 9% (ex- 
cursion 6,75 kHz). 

Filtre passe-bas de 1 5 kHz. 

Distorsiometre (ou millivoltmetre BF). 



5.6.1. Tuner: 

Ajuster la frequence du generateur jusqu'a ce 
que I'instrument TUNING (^ indique "0" 
(97 MHz environ). 

5.6.2. Calibrer a OdB le distorsiometre (ou 
millivoltmetre BF). 

5.6.3. Couper la modulation du canal gauche 
(respectivement droit) et mesurer I'affaiblisse- 
ment de la diaphonie, du canal droit (respective- 
ment gauche). L'affaiblissement doit etre supe- 
rieur a 40 dB. 



5.6.3 
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5.7. Messen des Frequenzganges 
Messgerate: 

Mess-Sender, Frequenz 97 MHz, EMK 2 mV, 
moduliert mit Stereo-Modulator, Hub 40 kHz, 
Modulationsfrequenz 1 kHz, ohne Pilotton. 
Klirrfaktor-Messgerat (oder Tonfrequenz-Milli- 
voltmeter). 

5.7.1. Tuner: 

Mess-Sender- Frequenz abstimmen, bis Instru- 
merit TUNING @ Null anzeigt (ca. 97 MHz). 

5.7.2. Klirrfaktor-Messgerat (oder Tonfre- 
quenz-Millivoltmeter) auf 0 dB eichen. 

5.7.3. Modulationsfrequenz einstellen auf: 

30 Hz Abweichung: 0 dB ± 1 dB 
15 kHz Abweichung: — 13,5dB±1dB 

(Deemphasis 50 fxs). 



5.7. Frequency Response 
Test equipment: 

RF-generator, frequency 97 MHz, 2 mV o.c.v.. 
Modulate with 1 kHz to 40 kHz deviation, no 
pilot tone. 

Distortion meter (or VTVM) 



5.7.1. Tuner: 

Fine tune frequency on RF-generator to obtain 
an exact ”0" indication on the meter TUNING 
(97 MHz approximately). 

5.7.2. Calibrate distortion meter (or VTVM) to 
obtain a 0 dB reference reading. 

5.7.3. Change modulating frequency to: 

30 Hz output must remain within ± 1 dB of 
1 kHz reference. 

1 5 kHz output at 50 ps deemphasis: -1 3.5 dB 
75jLis deemphasis: — 17 dB 



5.7. Mesure de la bande passante 
Appareils de mesure: 

Generateur: 97 MHz, f.e.m. 2 mV. Modulateur 
stereo: excursion 40 kHz, frequence de modula- 
tion 1 kHz, sans frequence pilote. Distorsio- 
metre (ou millivoltmetre BF). 



5.7.1. Tuner: 

Ajuster la frequence du generateur jusqu'a ce 
que I'instrument TUNING (^ indique "O” 
(97 MHz environ). 

5.7.2. Calibrer a 0 dB le distorsiometre (ou 
millivoltmetre BF). 

5.7.3. Regler la frequence de modulation a: 

30 Hz tolerance: 0 dB ± 1 dB 

1 5 kHz tolerance: — 13,5dB±1dB 

(desaccentuation 50 jus). 



5.7.3 





6. Technische Daten 




6. Technical Data: 


6. Caracteristiques techniques 


Bestiickung: 

37 Integrierte Schaltungen (1C) 

41 Transistoren 
6 Feldeffekt-Transistoren 
2 Dioden-Matrizen (165 Dioden) 

63 Dioden 

4 Brucken-Gleichrichter 

4 Ziffern-Anzeigerohren (mit langer Lebens- 
dauer) 


Semi-conductor complement: 

37 integrated circuits 
41 transistors 
6 field effect transistors 
2 diode matrices 
63 diodes 

4 full-wave rectifiers 

4 digital read-out tubes (long life variety) 


Composants: 

37 circuits integres (1C) 

41 transistors 

6 transistors a effet de champ 
2 matrices de diodes (165 diodes) 

63 diodes 
4 redresseurs 

4 tubes indicateurs (a longue duree de vie) 


Stromversorgung: 

110, 130, 160, 220, 240, 250 V, umschaltbar, 
50 bis 60 Hz, 40 Watt. 


Power requirement: 

voltage selector for 110, 130, 150, 220, 240, 
250 volts. 50 to 60 Hz operation. Power con- 
sumption 40 watts. 


Alimentation: 

commutable; 110, 130, 150, 220, 240, 250 V. 
50 a 60 Hz, 40 watts. 


Emp fangsbereich: 

87.00 MHz- 107.95 MHz 
420 Kanale im 50 kHz- Raster 




Tuning range: 

87.00 to 107.95 MHz covering 420 channels in 
50 kHz steps 


Gamme d'accord: 

87.00 MHz a 107.95 MHz 
en 420 canaux par pas de 50 kHz. 


Genauigkeit: 
0.005 % 




Tuning accuracy: 
0.005 % 


Precision: 
0.005 % 


Empfindlichkeit: 

Mono 1 mV 
Stereo 10 mV 

gemessen am 60 Ohm-Eingang fur einen 
Rauschabstand von 30 dB bezogen auf 
Hub. 


Signal- 
15 kHz 


Sensitivity: 
mono 1 mV 
stereo 1 0 yN 

Measured at the 75 ohm input for a 30 dB signal 
to noise ratio at a deviation of 1 5 kHz. 


Sensibilite: 
mono 1 mV 
stereo 1 0 mV 

mesuree a I'entree d'antenne 60 ohms, pour un 
rapport signal/bruit de 30 dB et une excursion 
de 15 kHz. 


Statische Selektion: 

60 dB fur 300 kHz Abstand 




Static selection: 

60 dB at 300 kHz separation 


Selectivite statique: 

60 dB pour 300 kHz d'ecart 


Spiegelselektion: 

lOOdB 




Image rejection: 
100 dB 


Rejection image: 
lOOdB 


Nebenwellenunterdriickung: 

lOOdB 




Spurious response: 
100dB(fE±f|p/2) 


Affaiblissement de I'intermodulation: 
lOOdB 


ZF-Unterdriickung: 

lOOdB 




IF rejection: 
lOOdB 


Attenuation FI: 
100 dB 


Zwischenfrequenz: 

11 MHz 




IF frequency: 
11 MHz 


Frequence intermediaire: 
11 MHz 


Bandbreiten: 

ZF-Filter: 130 kHz 
FM-Demodulator: 5 MHz 




Band width: 

IF-filter: 130 kHz, 
FM-demodulator: 5 MHz 


Bande passante: 

filtre FI 130 kHz, amplificateur FI et demodula- 
teur 5 MHz 
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Obernahmeverhaltnis: 

1 dB gemessen bei ± 40 kHz Hub 

Frequenzgang: 

30 Hz -15 kHz ±1 dB 

De-Emphasis: 

50 jus (oder 75 jus) 

Verzerrungen: 

0,2 % bei 1 kHz und ± 40 kHz Hub (Mono und 
Stereo L = R) 

Gerauschspannungsabstand: 

70 dB, (ASA-A) bezogen auf 75 kHz Hub 

Stereo- Obersprechen: 

40dBbei 1 kHz 

Pilotton- und Hilfstragerunterdruckung: 

50 dB, breitbandig, bezogen auf 75 kHz Hub 



AM-Unterdruckung: 

54 dB, bezogen auf ± 22,5 kHz Hub, 30% 
AM/400 Hz und 1 mV/60 Ohm Antennenspan- 
nung. 

Ausgangsspannung: 

1,5 V bei 40 kHz Hub (Ausgang "Out 1+2") 
Antenne: 

240 — 300 Ohm, DIN symmetrisch 
60— 75 Ohm, BNC koaxial 



Capture ratio: 

1 dB measured at ± 40 kHz deviation 

Frequency response: 

30Hzto15kHz±1 dB 

De-emphasis: 

50 jLts or 75 jus 

Distortion: 

0.2 % at 1 kHz and ± 40 kHz deviation (mono 
and stereo L = R) 

Signal to noise ratio: 

70 dB referred to 75 kHz deviation 

Stereo crosstalk: 

40dBat 1 kHz 

Pilot signal and subcarrier suppression: 

50 dB referenced to 75 kHz deviation (wide 
band linear measurement) 

AM rejection: 

54 dB referenced to ± 22.5 kHz deviation. 30 % 
AM (400 Hz) and 1 mV/75 ohm antenna input 



Audio output: 

1 .5 V at 40 kHz deviation (outputs 1 + 2) 
Antenna inputs: 

300 ohms DIN symmetrical, 75 ohms BNC 
coaxial 



Rapport de capture: 

1 dB, pour une excursion de ±40 kHz 

Courbe de reponse: 

30 Hz a 15 kHz ±1 dB 

Desaccen tuation: 

50 MS (ou 75 ms) 

Distorsion: 

0,2 % a 1 kHz, excursion ±40 kHz (mono ou 
stereo G = D) 

Rapport signal /bruit: 

70 dB pondere ASA-A, excursion 75 kHz 

Diaphonie en stereophonie: 

40dBa 1 kHz 

Rejection du signal pilote et sous porteuse: 

50 dB large bande, pour une excursion de 
75 kHz 

Rejection de la modulation d'ampUtude: 

54 dB, excursion ±22,5 kHz, 30 % de modula- 
tion d'amplitude a 400 Hz, 1 mV 60 ohms sur 
I'antenne 

Tension de sortie BF: 

1 ,5 V, excursion 40 kHz (sorties Out 1 et 2) 
Prises d'antenne: 

240 a 300 ohms symetrique DIN, 60 a 75 ohms 
coaxiale BNC 
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